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MEETINGS 


_ Fripay, October 9. 

Matty of Chemical Industry. Mr. D. M. Wilson on “ The 
Manufacture and Testing of Asphalt Paving Material.” At 
Burlington House, W.1. 8 p.m. 

netitution of Munwipal and County Engineers. Eastern 

istrict Meeting. At the Town Hall, Barking. 11 a.m. 

: _Friay-Sunpay, October 9-11. 

Planning Institute. Annual Country Meeting. At 

, _  Barurpay, October 10. 

Royal Institute of British Architects. Mr. Clough 
Williams-Ellis on “‘ Architecture? What’s the Use?’’ 3 p.m. 
trchitectural Association. Mr. Eric R, Jarrett on “ Build- 
ing of the House.” 3 p.m. 

Turspay, October 13. 
. /nstitution of Welding Engineers (North-Western Branch). 
Mr. L. B, Wilson on ‘ Application of Resistance Welding.” 
At Manchester. 7.30 p.m. 

/nstitution of Heating and Ventilating Engineers. Mr. 
E. M. Ackery on “Thermal Storage for Central Heating.” 
At the Borough Polytechnic, 8.E.1. 7 p.m. 

Wepnespay, October 14. 
a LC, Central School of Arts and Crafts. Sir Banister 

letcher on “Italian Renaissance (1400-1900).” 6 p.m. 
ustitution of Structural Engineers (Lancashire and 

heshire B ). First Ordinary Meeting. At the Engi- 
neer’s Club, Manchester. 8.30 p.m. 


Tuurspay, October 16. 

Institution of Welding Engineers. Mr. E. B. Partington 
on ‘‘ Autogenous Welding of Lead and its Alloys, Ancient 
and Modern.’”’ At the Institution of Mechanical Engineers, 
Westminster, 8.W.1. 

Southern Counties Federation of ipo Trades Em- 
ployers. Autumn General Meeting; and Mr. A. H. Adamson 
on ‘Form of Contract.” At the Steyne Hotel, Worthing. 


2.30 p.m. : 
Society of Antiquaries. Dr. E. C. Curwen on “ Excava- 


tions at Hollingb Camp, Sussex.’’ 8.30 p.m. 

Institution Municipal and County North- 
Eastern District Meeting. At Burnhope Reservoir, Wear- 
head. 12 noon. 

October 15-17. 

Council for the Preservation of Rural England. Fourth 

National Conference. At Bath, Somerset. 
Fripay, October 16. 

Institution of Mechanical Engineers. Special General 
Meeting. 6 p.m. ; ee 

Hampshire and Isle of Wight Architectural Association. 


President's Address. 
London. Society. First Demonstration of Town Planning 


by Films. At 18, John-street, W.C.2. 5 p.m. is 
* henkin Society. Visit to “ the Old Church of East Ham, 


St. Mary’s. 2.30 p.m. 
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View From tHe House. 
House and Studio of the late Sir William Orpen, R.A., South Bolton Gardens, S.W. 
Messrs. Forses & Tare, FF.R.LB.A., Architects. 
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AUSTRALIA AND THE BUILDING TRADE 


E have received a pamphlet which appears of interest 
at the present time although the main portion of it 
consists of addresses delivered some years ago by 
Mr. J. M. Pringle, the President of the Federated 
Master Builders and Contractors Association of 

Australasia, at the Conventions held in those years. In a fore- 
word, dated November 2, 1928, it is explained that the republish- 
ing of the proceedings of the above Association affords an oppor- 
tunity of reprinting these addresses, afterwards published in 
pamphlet form. The speaker or writer is a man of considerable 
force, and the papers in themselves are well worth reading, but 
what makes them of especial interest is that they speak of 
conditions then existing in Australia with which we are now 
every day becoming more familiar here, and perhaps this may 
be summed up in one sentence taken from the earliest of the 
three addresses: “The most important question for this 
Association and also for the State Associations has been for the 
last eight years how best to defend our interests as employers 
from the combined attacks of labour unionists and political 
opportunists.” We gather that in 1900 an ideal set of con- 
ditions of contract had been drafted by the first Convention 
which had worked smoothly and that ‘‘ but for the political 
claims made by the labour organisations upon the various State 
Governments progress might have been better attained,” but 
that “signs are not wanting that employers now generally 
recognise that the political attack upon the employing builder 
was only the beginning of a fight which when fully developed 
meant a war of extermination against all employers and the 
gradual introduction of a system of State Socialism.” 

The speaker then goes on to say that the old relations between 
master and man had for centuries been of a democratic character 
and after detailing some of the great works accomplished under 
the old system he observes “‘ the builders, master and man, have 
gone and with them, too, has, I fear, gone much of that indepen- 
dency of spirit which was the secret of their strength .. . 
That independence of action so in the carrying on of 
constructive work and which demands the adoption of such a 
variety of methods in its successful accomplishment, may now 
be paralysed by the shadow of an impersonal authority which 
ignorance or ill-will may at any tims invoke.” 


In this ‘address it is recognised that it is the “ poverty 
existing in Europe and America, and in a less degree in Australia, 
that is largely responsible for the political but misguided experi- 
ments in social legislation ” which so seriously affect employers 
of labour, but he objects to employers being made the scape- 
goats “for the evils of a system which, such as it is, must be 
considered the only workable scheme of industrial organisation 
yet devised by the wit of man.” “Employers are subject to 
economic laws which operate in more countries than one, and no 
country or community can free itself from the operation of those 
laws except by living in an isolation which certainly could not 
correctly be described as splendid.” And in a further passage : 
“Much has been spoken and written of late with reference to 
national efficiency and about people thinking in communities 
for the purpose of proving that the day of small things, or of the 
individual units of society, is gone, and that the somewhat 
elusive conscience of the community is henceforth to regulate 
the actions of the individual.”” Some of the opinions here 
expressed have been re-echoed by Mr. Siegfried and M. Thomas, 
two foreign observers, in the last year or two. We are inclined 
to linger over the first address, but our space compels us to 
hurry on to the second, where we find it stated that the 
Commonwealth Government was pledged to the indefinite 
extension of State employment one step at a time, with the 
building trade in New South Wales selected “for the making of 
experiments in State Socialism,” and in this second address the 
{nestion is asked, ‘ Is it possible for one country, linked as she 
'S to the commercial world by the ties of trade and public debt, 
‘o establish a civil system completely at variance with that of 
other countries which have a polity similar to her own and with 
whom she does business ? ”” 


But the main part of the address is directed to an inquiry as 


affect the social relations of the citizens to one another and to the 
State in which they reside. Among the most evident causes of 
discontent are placed insecurity of employment and the desire 
for greater material comfort, but it is contended that the inter- 
national publicity of the press has increased the feeling of dis- 
content and the description of wealth and national luxury tends 
in the public mind to convert these into necessities. Then it 
is said that much is heard of the “ uplifting of humanity,” but 
the question is raised whether that end is being attained by 
legislation the chief object of which has been to secure easier 
conditions of labour, and then follows this : “It will 
be generally admitted that it is better that the conditions of the 
people should be improved by legislative means than by bitter 
strife, if that is the only alternative, but the man of energy and 
self-reliance does not think, and can never be made to see, that 
the State by restricting his enterprise, or by laying hands upon 
the results of his thrift, or by sapping the independence of the 
people by the extension of State employment, is thereby helping 
to uplift humanity.” 

In the second address the conditions of labour are referred to 
as well as the favourable natural conditions existing in Australia, 
though employment is intermittent, and it is stated that for 
the last eight or nine years State employment has been found 
for certain sections of the people, but that the result unfortun- 
ately has been the demand for more and more State works, and 
the time must eventually arrive when the State will have to find 
employment for every man or woman who wants it, and that 
there can be no halting place so long as one section of the people 
enjoy the privilege of State employment, with such advantages 
as holidays with pay, whilst another section does not, but if it 
is extended it is self-evident that the responsibility hitherto 
placed upon the citizen by the State of earning his own livelihood 
must be removed because competition by the State against 
the citizen is not only unnatural but impossible except in a 
limited degree. The question of unemployment is dealt with 
more fully in the third address, but it is here pointed out that 
if the money disbursed on day labour works is not economically 
spent it is impossible for many of these works to be reproductive 
even to the extent of paying interest on the capital amount, 
and “that we should have to borrow is unfortunate, but that we 
should have to borrow largely for the purpose of carrying out 
socialistic experiments for the good of mankind in general, and 
a small section of our own people in particular, appears to be a 
sort of social insanity.” 

The State employees are excluded from the operation of com- 
pulsory arbitration and at the time this address was delivered 
the State employees claimed complete civil rights, which it is 
pointed out is inconsistent with democracy, since the Govern- 
ment is the executive instrument of the peoples’ will and should 
have complete control over its agents, but the extension of 
State employment means the doubling or trebling of those who 
have a common interest not necessarily in the pubhe interest, 
viz., to get the highest remuneration they can from their 
employer, the State. 

The last address deals with thé Aims of Political Labour and 
the Unemployed and opens with the assertion that although the 
aims are expressed in general terms, such as “ the control by 
the State of the means of production, distribution and exchange,” 
and other such expressions, and the question “‘ How is it to be 
done ?” the Labour Socialist declines to commit himself. We 
wish our space would permit us to refer to the experiences of the 
Labour Bureau of New South Wales as regards unemployment. 
Mr. Pringle remarks that the work of the Bureau shows an 
honest attempt to do that on a small scale, viz., in dealing with 

16,000 unemployed which Labour politicians are anxious to do 
on a large scale. The whole history is given in these pages 
almost entirely in the words of the Labour Superintendent of 
the Labour Commissioners, and it is extremely interesting and 
instructive but far from encouraging. 

There are in this pamphlet papers of a later date ; for instance . 
a paper tracing the development of industrial legislation in 
Australia, and a paper relating to the method of training 
apprentices to the building trade, but owing to our lack of 
space our comments on the whole pamphlet are necessarily 


to how the extension of State employment to industry will imperfect. 


alle 


x. 


re 
3 


| 


~~ 


_ 


‘ 
3 
= 
| 
a 4 
q 
! 
é 
& # 
% 
le 
3 
eu 
; 


we 
: 


576 
NOTES 
A MERELY cursory 
of the anomalies and diffi- 
Regula- culties which exist under 
tions. 


present building regulations 
shows how necessary is some 
alteration, in a condition which interferes 
with reasonable building enterprise. What 
is to be said about regulations which 
require seven consents to build a theatre 
and two separate authorities to control 
its erection, and the varying conditions 
for heights of buildings? The Minister 
of Health has now before him a very 
strong indictment against building laws, 
thanks to the work of the Advisory 
Council of the Building Industry. 

We have seen few exhibitions 


The which have given us equal 
pleasure with the collection 
tion. of Mr. Voysey’s work, which 


is now being shown in the 
Batsford Galleries, 15, North Audley- 
street. This architect has, by his work 
during many years past, made a record 
of individuality and sincerity such as 
few can claim, and because of this we 
are still able to find pleasure in his designs, 
notwithstanding the changes in taste and 
fashion. Some of his decorative panels 
still appeal to us as strongly as when they 
were first made, through their real 
decorativeness and colour value, and this 
may be well realised by reference to the 
end walls of the gallery. As to the large 
number of buildings (almost all houses 
and cottages) which are illustrated by 
photographs and elevational drawings, 
we must remember that most of these 
have a very different tale to tell as seen 
in their natural surroundings. We still 
remember the telling effect of more than 
one of Mr. Voysey’s houses seen against a 
background of the Malvern Hills. The 
influence of the artist must have been 
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very great, whether fully acknowledged 
or not, and it is not a little curious to 
know that he really had his first introduc- 
tion to this country through an exhibition 
in Holland. 


Or the Voysey exhibition, 
An. Sir Edwin Lutyens says: 
Apprecia- “ Two surprising events in 
tion. the ‘eighties of the last 
century, relative to my early 
architectural observations, were firstl 
the advent of Randolph Caldecott, who 
formed a new simplicity of expression in 
the buildings he so wittily portrayed, and 
secondly the work of Charles Voysey, who 
was building—it was evident—what he 
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THE unemployment problem 
is still ca, a8 we all 
Paint. “Bow to our cost, and it 

ing Trade. behoves everyone to do their 
utmost in attempting to 

remedy the evil as much as possible by 
wise expenditure. The painting and 
decorating trade is one that is subject 
to seasonal unemployment, but even thi 
cause can be largely eliminated if the 
public will only realise that there is much 
interior work that can be as successfully 
carried out in winter as in spring and 
summer. If local governing bodies, land- 
lords, large firms and the public will only 
examine their buildings and homes, they 
will find work that needs to be done, It 


may be their intention to defer the work 
then to those men amongst whom Voysey — us —- a much of this work 
stands, who give new kindling to the old Estimates 
“oy os a and cheer conviction in a busy season, and to keep property in a 
Ving ‘ good state of renovation is sound 
A CORRESPONDENT writes economic policy, apart from the enjoy- 

Town and to us as follows : “ The deci- ment derived from brighter surroundings. 
open 5 sion to have a General Elec- Tue information which has 
Bill, tion means that the Town Housing been issued as to the doings 
and Country Planning Bill in of the City of Liverpoal in 

goes back into the melting pot. It wasan Liverpool. the provision of housing is 
open secret in Whitehall that Mr. Neville interesting, and a pamphlet 
Chamberlain, the Minister of Health, was before us shows that a very creditable 


personally in favour of this measure and record has been made on their various’ 


considered that it would assist economy in estates. From the year 1869 to 1917 a 
land development. But there was no total of 2,895 is shown of tenements and 
Parliamentary time in which to carry dwellings. Under Section II the first 
through the last stages of the Bill, and it War housing development on the 
has therefore been replaced in an official outskirts is shown, a total of 6,296; under 
pigeon-hole to be produced again at a Section III is shown a total of 1,001. 
more opportune moment. I understand The illustrations which are given show 
that the majority of the members of quite a good type of elevational treatment 
Standing Committee D, who considered which has been achieved under the, 
the details of the Bill so carefully last control of Mr. L. H. Keay, F.R.LB.A 
summer, are agreed that after no less than the Director of Housing. The number of 
twenty-one days of discussion the Bill as houses provided by the Liverpool Corpora- 
amended may well be regarded as an tion is 26,427 and the net housing debt 
agreed and most necessary measure.” is £15,090,743. We may find it difficult 


Walnut Tree Farm, near Malvern, Worcestershire. . 


Mr. C. F. A. Voysey, F.R.1L.B.A., Architect. 


This house was built for Mr. Cazalet, in Worcestershire, about 10 miles from Malvern. 


It formed the subject of a little book by Clement Scott, called ‘‘ The Apple Tree Farm.” 
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to exactly measure the values of all this 
wonderfu! municipal activity (the net cost 
of housing to the city, 1930-1931, being 
£116,558), but the admirable record before 
us shows with what ability and energy the 
housing problem has been dealt with in 
Liverpool. 

“Tr is understood ” says a 
correspondent, “that the 
Advisory Committee set up 
to administer the Rural 
Housing Act had before it, 
at its recent meeting, applications from 
rural district councils which were prepared 
to erect at least 4,000 houses. In some 
cases the applications were referred back 
on the ground that the proposed costs 
would be too great, and in others the 
councils were advised to consider applying 
to building contractors who had ex- 
perience of mass-production methods. It 
was thought that rural builders were not 
always able to quote the lowest prices. 
The view of the Committee is that, in 
spite of the demands of National 
Economy, applications to build at least 
20,000 houses will be received before the 
closing date of November 30. Should 
Mr. Neville Chamberlain return to the 
Ministry of Health after the General 
Election, it is possible that this date may 
be extended.” 


TuE well-written little guide 
‘ to the Town and University 
Cambridge of Cambridge, by John Willis 
Guide. (ark, M.A., is full of sugges- 
tion to the architect as is 
the continual addition of modern build- 
ings to the town, several of which have 
been designed by competent architects. 
Numberless illustrations might be given 
both of old and new work in Cambridge 
which would be of considerable value 
if they rendered the architectural work 
with sympathy and understanding. 
Cambridge is full of charm owing to the 
quality of its buildings and the many 
delightful points of view afforded by its 
streets. An understanding architect 
with the aid of well-selected photographs 
and sympathetic drawings might bring 
into being something of outstanding in- 
terest both for our own time and for 
future years. The architectural profession 
has proved its capacity by many excellent 
modern buildings, and a collected record 
of these with all the old college buildings 
would probably be something of a surprise 
to many. The illustrations in this little 
rag not seem quite worthy of the 
ject. 


Rural 
Housing. 


Mr. Darcy Brappe.t, in 

The Town the concluding article of a 
gar of series which he has been 
“ture. contributing to Architecture 

_ _ on the “ Future of English 
Pomestie Architecture,” deals with the 
ala House. “In planning any town 
Ouse,’ says the author, “ we always have 
one tremendous factor that over- 
“ows everything, and that is, that 
we Lave got to work on & narrow 
ft "tage ; somewhere between 80 and 35 
ag about the maximum, Far more 
ten it is appreciably less, Now on that 
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HOUS 


frontage somehow or other there have 
to be planned three separate entrances 
for three quite different purposes. There 
is (1) the front door ; (2) the tradesmen’s 
door ; and (3) the garage door. It is not 
difficult to imagine that if no basement 
is to be used, and at least two reception 
rooms, .e., the dining-room and a third 


sitting-room, are to be included on the ped 


ground floor level, very considerable in- 
genuity has to be brought to play in 
planning these three separate entrances. 
Nobody wants to ring the front door 
bell and have the butcher’s boy, about 
three feet away from him, delivering the 


Sunday joint. For that is what happens p 


if three entrances, one of which should 


be not less than 10 ft. wide, are p 


planned m a row on a frontage of, 
say, 30 ft. The moment a basement 
is used, these difficulties disappear’” 
The article is one which should have a 
stimulating effect upon the architect 
reader. Principally, however, the issue is 
given over to Public Libraries, a number 
of the latest and best examples being 
fully illustrated, while an article by Mr. 
Kenneth Cross deals with modern prac- 
tice in library planning. 
Ir will be matter for general 
Sir Wm. regret that a painter in the 
Orpen, front rank of our time, Sir 
R.A. _W. Orpen, R.A., has died at 
the age of 52, when we might 
reasonably have looked for mucli more 


— 


“BOCNOR REGIS || 


distinguished work from his hand. Sir 
William had quite recently built a studio 
in South Bolton Gardens, which attracted 
much attention from its able design and 
lighting effect in its setting within a 
grass forecourt on one side of which is a 
brick cloister. In the centre of the court 
is a classic figure of Venus on a raised 
estal. For those who were his neigh- 
bours Sir William’s genial figure was 
often seen, and Messrs. Forbes & Tate, 
his architects, were fortunate in having 
so pleasing a setting for the work, which 
we illustrate to-day from sketches just 
made. The studio has not been com- 
leted as it was intended to build a 
Dutch gable in the centre of the front : 
lans for this had been made before Sir 
William’s death. 


Tue Scapa Society has done 
some very good work for the 


The 
Scapa public benefit, and we are 
Society. reminded of this by the 


annual general meeting and 
the facts brought before it. In Essex 
about 90 signs and hoardings have been 
removed at the request of the County 
Council, and in Surrey over 120 adver- 
tisements and hoardings have been 
taken down, whilst there are 70 other 
cases in Dorset where action has been 
taken by the Council. Numerous cases 
reported show that prosecution has com- 


pelled disfigurements to be removed. 
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GENERAL NEWS 


Professional Announcements. 

Messrs. Watson & Watson, architects and 
surveyors, have removed to more central and 
convenient offices at Cary-chambers, Cary 
Green, Torquay. (Telephone No. 2828.) 

Mr. D. M. Laird, F.S.L, A.LStroct.E. 
(Messrs. D. M. Laird & Partners, quantity 
surveyors and valuers), has opened an office 
at 9, Southam: -street, Bloomsbury, W.C.1. 
{Telephone : Holborn 3071.) 

Mr. Edward Maufe, M.A., F.R.1.B.A., has 


. This exhibition is bein b 
the Society of Glass Tec , with the 
support of the Glass Research legacy. The 
Society of Glass Techno was first, of 
its kind in the world. addition to the 
exhibition — will be set out in a small 
gollery at the right-hand side of the entrance 
Exhibition-road) there will be lectures on 
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seeing asec oki in cinema films. These 
films wn every at -m. 
Exhibition of Students’ 

The designs of students of schools of archi- 
tecture ised for exemption from the 
R.LB.A. final examination will be exhibited 
in the R.LB.A. Galleries, 9, Conduit-street, 
London, W.1, from October. 14 to 20, inclu- 
sive, between the hours of 10 a.m. and 8 

m., Saturday 10 am. and 5 p.m. The 


LB.A. Silver Medal for Recognised 
Schools and £5 in books is awarded for the 


Church remains much the same as it did a 


hundred years ago. In connection with the 


_Oharter celebrations an industrial exhibition 


is being held in the new Exhibition Hall, and 
amongst the exhibits of interest to the build- 
ing trade are stands by such _ well-known 
firms as the Acme Flooring and Paving Co., 
the Gas Light and Coke Co., and P. C. Hen- 
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COMPETITION 


Public Buildings, Northampton 
The assessor in this competition, Mr 

Thomas, F.R.1.B.A., bas nade » Perey 
ollows :-— his award 


Ist (£500) Messrs. Prestwi 

2nd (£400) Mr. H. J. Harding 

46, Landaa 


3rd (£300) Messrs. Tolson 
A.R.LB.A., 4, Hessle 


removed from 3, Raymond-buildings, Gray’s best set of drawings submitted. 
Ian, W.C.1, to 4, Pickering-place, The designe of stodents of achoolh of 7, ‘ 
3, St, James's-street). White- architecture recognised for exemption from 
hall 5730. the R.LB.A. Intermediate Examination will The buildings include new public baths . 
be exhibited in the RLLB.A. Galleries from police and fire station, sessions court ee, 
Illumination Course for Practising Architects, October 24 to 30, inclusive, between the hours @ site in Campbell-square and 
In view of the keen discussion which fol. °% 10 4m. and 8 p.m., Saturday 10 a.m. and Upper Mounts, Northampton. We illustrate 
lowed the papers on“ Architecture in its ©P™- The R.ILB.A. Bronze Medal for ‘he first premiated design this week, P 
Relation to Lighting,” at the recent Ilu- = Hackney Town Hall Extensions. ne 
mination Congress, it has been felt that archi- muitted 8 this ‘exhibiti gs The Hackney Corporation i * 
tects would appreciate a course of lectures * the Pies a 
dealing with the principles and practice of Barking Oharter Oelebrations. That the scheme of 
aw a eg from Wednesday, ,. During the present week Charter celebra- Town Hall be adjourned ; (2) that, subject to fs 
February 17 till March 23, one lecture per tions have been taking place at Barking on the adoption of recommendation No, 1, the 
week for six weeks. The Lighting Service {he occasion of its oe from an ew War Office and the architects who have sv)- 
Bureau, who are organising the lectur-s, dignit = Barkin ® mitted their names for the purpose of pur it 
. : nt dealt with the history o xing,  ticipating in the limited competition be is. 
would, however, like to be certain at an early nes designed 2 
date that there is a substantial justification Mr “ad th formed of the Council’s decision in the 
for arranging such an Illumination Course, by Me te M ee eg Prince G © matter; (3) that the appropriate Committe v 
and would be glad to hear from those who of the Council and the Town Clerk be autho- 1! 
a would like to be present as soon as possible ajher; E. Martin, J-P., C.C., of Barking "2°4 ' continue to acquire any of the pr- t 
at the Lighting ice Bureau, 15, Savoy- ‘The book of Barking is an interesting sou- monies foe the. 
street. London. & treaty. The amount of the premiums, to lx 
venir, and illustrates scenes from the eant 
an of Barking divided between the sel six architects, b 
Research in the British Glass Industry. and its historic buildings. A plan of Barking 2660. The total cost of the aches (u 
Sir Richard Gregory, Bart., LL.D., D.Se., Abbey is illustrated, a building of much Purchase lands and sewers) Ini 
7 21, at the Science Museum, Sou msing- sible to fix an exact date of foundation Proposed Town Hall, Southwark 
o- ton. an exhibition which will illustrate of the Abbey, it is certainly before a.p. 675, : nie: ‘ 
‘ modern research in the British glass indus- but not earlier than a.p. 665. Barking It is understood that, as a result of economs 


roposals, the carrying into execution of the 
Bouthwark scheme for a build. 
ing to contain a council chamber, municipal 
cio, public assembly hall, central library, 
etc., on a site in the Walworth-road, has 
been deferred until 1933, when the matter 
will come up again for discussion. The 
limited competition will be decided, however. 


Le Thursday afternoons by well-known authori-  derson, . Sliding door gear, folding win- and the result is expected shortly. The u- 
ties, dealing with the modern developments dows and similar products are on view. The successful five architects will be pe £210 
$ in optical glass, plate glass, electric light Thames Board Mills exhibit their Essex each. The scheme was to cost £317,000. The 

eos bulbs, safety gee and artistic glassware. board, and many other exhibits of interest assessor is Mr. Louis de Soissons, 8.4.D.6.. 

sre The public will also have an opportunity of are also shown. F.R.1.B.A. 


“Beal Central School, Ilford: Assembly Hall. 


Mr. L. E. J. Reywowps, ‘Assoc.M.Inst.C.E., Architect to the Education Committee. 
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CORRESPONDENCE 


The New Form of Contract. 
Sm,—The reply to “ Builder,” August 28, 
P e tember 4, appears ab- 

to be by Me W, 
Creswell in his admirable articles on ‘‘ The 
New Form of Build Contract,” page 499, 

tember 25, where he cites three cases in 
support of his definite statement that the 
cheent is not liable to pey on an architect’s 
certificate for works which the architect may 
have ordered by way of extras without the 
client's authority. 

Am I to understand that under the new 
(1931) Form of Contract the architect no 
jonger has the authority (conferred on him 
by the 1909 form) to order extras for which 
the client is bound to pay? This leaves the 
architect liable to the contractor for all and 
any extras which may occur during the pro- 
gress of the works if he has inadvertently 
not received sanction from the client. If so, 
another (and a most alarming) burden is 
added to the many serious responsibilities 
with which the architect is saddled, to say 

i being grossly un- 

ir to J 
Prrcivat M. Fraser. 

[*'Mr. Creswell is, of course, not respons- 
ible for the reply to “‘ Builder’ of August 
%. His article referred to (page 499) was writ- 
ten, having, we understand, the new form in 
view all the time, and is the law. Neither the 
1909 form nor the 1931 form give an archi- 
tect sole power to order such variations as 
will vary the whole scheme of the works or 
order variations which are not contemplated 
by the original contract. For instance, if the 
contract is for a house only, he had no power 
himself to order the builder to build a 
garage to it ag an “‘ extra”’ on the contract. 
If he does so without the employer’s 
authority he renders himself liable to the 
contractor in the manner set out in the article 
referred to.—Ep. 


Modernism.’’ 

Sm,—Since Mr. G. Quine Lay, in his 
letter published under this heading in your 
last issue, does me the honour of referring 
to my little article about modernism in 
domestic work, may I be permitted to offer 
a few comments? 

_ First, regarding architectural education : 
it is, I think, typical of most students and 
recent graduates to criticise the system by 
which they have been trained. It is 
generally agreed that the youth of to-day 
is notoriously more impatient with tradi- 
tional forms and more intolerant of any- 
thing except the immediate needs of the 
present than ever before, but I do not think 
that Mr. Lay and his contemporaries can 
claim to be, as a class, any more enterpris- 
ing or open-minded than their predecessors 
of the last generation. 

_ There are far better reasons than the three 
‘magimed by Mr. Lay why architectural 
training is based largely on the traditional 
styles. May I interject here a trivial per- 
sonal reminiscence? When a schoolboy, I 
detested the works of Euclid and grudged 
the time I was made to spend on his pro- 
blems, Some years later, when visiting my 
old “head,” I put up a great argument to 

im against the teaching of such prosy and 
ee stuff as Euclid; but his reply was 

at only my grounding in the orderly 
ting and logical proofs of Euclid could 
ave enabled me to argue in such convincing 
a ted Mr. Lay, like most of us as 
in oars does not realise that a grounding 
dew — ‘on is the surest foundation for the 

of an acute and discerning 
po is whotever the later trend of our ideas 
with es may be. It is just the same 
oe ° often-debated value of learning 
it useless, perhaps, in itself, 
tect, Create a critical standard of 
‘aste in the use of one’s own tongue. 
the who are not erithusiastie about 

> latest phase of modernism heartily share 


Mr. Lav’s detestation of the widespread and 
rant abuse ard misapplication of tradi- 


tional styles: it is a curiously common error 
of the avowed modernist to assume that al! 
who do not share his views are imbued with 
the ridiculous belief that every new build- 
img may be—and should be—designed by 
cribbing from the stereotyped patterns of 
the text-books. We insist as much as any 
“modern ” that there must be progress and 
not stagnation: we appreciate and admire 
any building which to us seems to possess 
“comprehensibility, frankness, elasticity and 
humanity,” though we do not for a moment 
admit that only in the efforts of the 
“functionalist ” school are such qualities to 
be found: we see them in most good work 
of any style or age or clime. 

But does Mr. Lay represent any appreci- 
able body of modernist thought in his 
attitude towards building in the country? 
I hope not: for quite evidently he has no 
conception at all of the beauty of Nature or 
he would not conclude that the mission of 
the modern architect is to “mould the land- 
scape into a setting for his building”! To 
most of us, the beauty of Nature is the 
most absolute and perfect beauty conceiv- 
able; compared with it, the most inspired 
and successful efforts of man in building, 
as in any other art, are feeble and 
inefficient. We do not in our wildest 
dreams hope to improve on this perfection; 
our highest ideal is to disfigure it as little 
as possible. Mr. Lay asserts that hedgerows 
and country lanes are a spoliation of the 
countryside. I wonder what exactly com- 
prises his ideal of English scenery? Is 
there no beauty in England save the 
untrodden moor or bare mountainside ? 
But whatever his conception of rural 
beauty, it is evidently something which 
does not matter in the least compared with 
the buildings which might be erected there— 
a theory which has been responsible for 
much of tke “man-made ugliness” he 
condemns. 

My suggestion that any new etyle or 
development must have a logical basis is 
dismissed as my “recipe for a new style ”— 
which it, of course, could never be: it is 
merely a truism. Modernism itself claims 
many logical bases, of which the most 
prominent seems to me that expressed ir 
old Omar Khayyam’s method of dealing 
with “this sorry scheme of things entire,” 
which is to “shatter it to bits’ before 
remoulding it ‘‘nearer to the  heart’s 
desire.” Many of us believe that perma- 
nent progress is not achieved through mere 
anarchistic iconoclasm; we have come to 
realise that it must be the result of a 
gradual growth, based on the realisation of 
past successes as well as of past errors, and 
that we are foolish to rule out everything 
that happened before 1905 or any other 
date which may be fancied as important. 


With one sentence, at least, in Mr. Lay’s 
letter I can wholeheartedly agree. He says: 
“The modern trend will proceed to its 
logical development in spite of, rather than 
owing to, the writings of its protagonists.” 
For, if the modern movement depended 
solely on the incoherent vapourings of so 
many of its advocates, then indeed would 
there be little hope of any development, 
logical or otherwise. 
A. Encar BreresrorD. 


G. Quine Lay’s able letter 
under this heading calls for comment, as 
written by a self-declared young man, and 
containing very little nonsense about it. 
He has not been afraid to say what he be- 
lieves, nor to speak out against things which 
seem to him nothing but shams. Life 
always seems potentially a simple affair as 
one peeps through the entrance door, re- 
solving to smash up all the lumber and 
smother all the pretenders. On wandering 
through the labyrinth, however, it is not 
always so easy to decide what is useless and 
worn out, and which of the pretenders are 
devoid of creed. 

One of the first things the journey teaches 
is that there is such a thing as a code of 


manners, of which the most nicely brought- 
up young man is not always aware, except 
in nursery terms, And with this lessop 
comes another: that manners are not just 
an arbitrary set of rules set by the middle. 
aged to annoy the young, but are a code of 
order by which society maintaing its means 
of intercourse in the smoothest way. Logic- 
ally, when one feels hot, there is no moral 
reason why most garments should not 
vast off one by one. Logically, when a 
ealler’s face annoys the host, re is no 
moral reason why he should not dismiss 
him with a clearly stated reason, nor why 
the individual should not choose his course 
and behaviour entirely as he feels inclined. 
It is only experience which shows that such 
disregard for social manners can only pro- 
duce a chaotic society. That is something 
of the reason why the architect has at times. 
to make the rooms fit the windows, and at 
others the reverse; just as he can wear an 
attenuated bathing costume on the shore, 
but not in Bond-street. It is not humbug, 
but just social sense. 

Tradition is a fact, not an invention, We 
follow tradition a thousand times a day 
with our handshakes, our formal greetings, 
details of dress, manner of eating our food, 
and the like. It is much more convenient 
to gnaw a chop to the bone than wrestle 
with knife and fork, and no more dirty, 
assuming a convenient water supply, than 
fingering asparagus. But most pro- 
noun “ modern” does all these things in 
the traditional way without question, and’ 
yet shrinks with horror at any architectu- 
ral feature which he cannot just place in 
his logical mind, and can find used with 
equal illogicality in the history books. 

The trouble with Mr. Lay and those who- 
think as he does is that they have taken 
on a “tall order” when determined to wor-- 
ship the god Logic. They must see that 
they do not defile his Phuc with anything 
but argument. For instance, it is not con- 
sistent to hold up the travellers of the Re- 
naissance as patterns to encourage us to 
travel modernist France and Germany 
when those old travellers initiated the very 
things which Mr, Lay dislikes, viz., the 
adoption of historical motifs. 

Again, it is surely a poor argument to. 
suggest that invisible architecture and 
architecture in harmony with its surround- 
ings are one and the same thing. As well 
say the silence completes the common chord, 
minus the lower note. 

The facts are that a white square box set in 
a@ country lane has no charm and no element. 
in common with the charm of nature,whereas 
a mellow brick-and-tiled cottage can form a 
component part of the landscape. It is not 
a matter of matching the colours, but of 
tuning the spirit. Nature is generally pre- 
valently green, and yet the all-green house 
would be a monstrosity. 

I would suggest Mr. Lay preserves a more: 
open mind at the outset of his career, and 
be not too determined as to what life is all 
about till he has tasted more of it. 


G. Maxwett AYLwi. 


Chipping Campden Amenities. 

Srr,—My difficulty in replying to Mr. 
Morley Horder’s letter in your issue dated 
September 18 was due to the fact that he 
rather left definite factors which affect cost, 
and discussed general questions of amenities, 
with which practically everyone is in agree- 
ment. I entered upon this matter to combat 
the statement “‘ that stone cottages can be 
built as cheaply as brick ones,” and perhaps 
other builders in stone districts will give their 
experience. 

In 1923 I 13 acres of land near 
Cirencester, and with the aid of Mr. Jewson, 
who has designed the housés, I have disposed 
of eight acres. The houses are in a modern 
Cotswold style, and each property has to cover: 
at least an acre. My own house was the first 
built, and was quite small but nicely done in 
order to encourage the others. The rateable 


value was placed at a sum which I was bound 
successfully. 


to appeal against, and Last: 
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year my assessment was raised £10, and I 


again. 

Clerk to the Council appeared against 
me, and in a long — statement he said 
that I had done splendid work, and un- 
doubtedly that end of the town was a credit 
to it, and was the best part of the town, and 
so on—nothing but praise for ten minutes. 
Anp pecavse or THIs I must expect to pay 
more rates. And more rates I do pay, 
although the increase was not so andl as 
asked for. 

This instance does not stand alone, and I 
certainly shall not withdraw this “slur on 
the authorities,’ as Mr. Morley Horder sug- 
gests; rather would I add to it, and say that 
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no encouragement is given to people who wish 
to improve their property. Immediately they 
do so their rates are increased, and the better 
taste they show, the more their assessment 
is increased. Assessments are not made on 
floor areas, as one would think would be a 
suitable basis, but largely on the whims of a 
small committee of inspection and the amount 
they think the house would command if let. 
A well-designed house, built in stone and in 
harmony with its surroundings, always looks 
so much better than another one built of 
brick and out of keeping, and although the 
latter may be larger, the former will have to 
pay more in rates. This is my experience, 
anyhow. R. A. Benxetey. 


THE COST OF BUILDING REPAIRS 


{In our last issue we published under this 
heading a letter from a correspondent who 
suggested that ‘if all the decorative and 
repair work which is so urgently i 
were to be put in hand at once, this would 
go a long way towards relieving the “rg, 7a 
ment problem of the industry, besides help- 
ing the nation in its time of trouble,” add- 
ing that, in his opinion, “the high cost of 
building is the main obstacle to such work 
being put in hand.” Below we give the 
views of some of our readers on the subject. 
—Ep.]} 

Sim,-—-With regard to the cost of building 
work, it would ‘be fair to say that this 1s 
somewhere about 70 per cent. above war 
level. Materials generally are little, if at all, 
above pre-war; wages are the expensive item. 
Am I not right in thinking that many 
builders and others concerned with the in- 
dustry are by no means convinced of the 
wisdom of the recent agreement between em- 
ployers and operatives to stabilise wages at 
an uneconomic level? In these times of in- 
dustrial depression will the sheltered build- 
ing industry be able to maintain such high 
wage rates, in view of the level of wages in 
industries subject to forei competition ? 
The decline in building which has already 
occurred (apart from the economy movement 
is a portent which the industry cannot aff 
to disregard. Is it too much to h that 
employers and operatives will realise the 
need to bring building costs into line with 
the other staple industries of the country? 

BurLper. 


Sm,—I agree with the writer of the letter 
on this subject in your last issue that the 
longer decorative and repair work is post- 
pone the more expensive it must become. 

erefore, it is not only good patriotism to 
put such work in hand, but good business. 

A great deal of property is held on repair- 
ing lease, and the tenants covenant to leave 
the premises in a condition as good as new. 
It is to their advantage, in particular, that 
property should not be allowed to deteriorate 
excessively. If it is neglected, the bill for 
final repairs will heavily exceed the cost of 
regular maintenance. J. 

Str,—I was interested in the letter on this 
subject which appeared in your last issue. 
T ndoubtedly at arrears of maintenance 
and repair work have to be mad: up, not only 
in small domestic work, but in large com- 
mercial property. In the former category 
much working-class house property that comes 
under the Rent Restriction Acts has become 
almost derelict and probably will not be 
worth repairing by the time the Acts are 
repealed, if they ever are. While the Acts 
continue in force the owners simply cannot 
afford to do more than the bare statutory 
essentials—in many cases not even those, 
— they have to do them and suffer the 


With regard to the disparity in estimates 
to which your correspondent draws attention, 
this is undoubtedly due to the fact that the 
jobbing builder has no systematic method of 
estimating; he relies on mere guesswork. 

BvILper. 

A house builder in a big way of business, 
interviewed by a representative of The 
wilder, said : “I do not doubt that ‘ House 
Owner's’ experience is quite a common one. 


Most exorbitant charges are often made b 
jobbing builders for small repairs. The whole 
problem is beset with difficulties. First of 
all it has to be remembered that all sorts and 
conditions of men are e ed in the jobbing 
building trade, many o sen in it simply 
with the idea of making as much profit out of 
it as they can. But the occupation of the 
jobbing builder is a precarious one. Many of 
them not only lead a hand-to-mouth existence, 
but are very uncertain when they are going 
to receive payment for work done. It is quite 
a common thing for people who have had 
repairs carried out to withhold payment and 
make a succession of trivial complaints about 
the work with the object of getting the 
builder to knock something off the bill. It 
is, I believe, quite a common thing for pay- 
ment to be held up nine or ten months, or 
even longer. Knowing what may be in store 
for him, you cannot fieme the builder if he 
charges a stiff price. Many other tradesmen 
who suffer from deferred payment of accounts 
do the same thing—tailors, for instance. 
Another factor has to be remembered. A 
builder may have enough work in hand to 
him occupied for some time ahead, and 

is not particularly anxious to take on more 
at the moment. He therefore puts in a high 
— with the object of losing the job. 
rices are admittedly often too high. The only 
remedy, it seems to me, is to establish a 
standard price for different classes of work. 
Associations of ratepayers, for instance, might 
get together and consult with people qualified 
advise them and fix general price stan- 
dards for repairs. Property owners would 
then know whether they were being fairly 

treated, and could act accordingly.” 


A representative of a large firm of builders 
and decorators said: ‘‘No doubt many 
builders are short of work owing to economy. 
Many property owners simply cannot afford 
to have repair work put in hand; but, for all 
those who can, there is no more appropriate 
time than the present. Prices are down con- 
siderably as compared with last year. lf 
there is a chance of doing work now no 
builder wil] hesitate to cut his profit.” 


The Bermondsey Borough Surveyorship. 

It is learnt that Mr. H. J. Hills, the 
Borough Surveyor to the Bermondsey Cor- 
poration, is to retire at the end of December 
next. Mr. Hills has served the Corporation 
for 27 years. A sub-committee has been 
appointed to consider the filling of the 
vacancy. 

New Schemes, Bridlington. 

An important scheme for a new sea front, 
embracing a road bridge a quarter of a mile 
long along and across the harbour, and a road 
along the shore the full length of the borough, 
will shortly be placed before the Bridlington 
Town Council. A new wet dock for yachts is 
also suggested. A special committee has been 
formed to consider the scheme, and a report 
will be made to them by the engineers. The 
new scheme includes the demolition of the old 
Town Hall, the appropriation of part of the 
Royal Prince’s Parade, and the demolition 
of the Floral Pavilion and probably of tne 
Grand Pavilion. A new bathing pool and the 
erection of a new concert hall and café in the 
Victoria Gardens are included in the scheme. 
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ADVISORY COUNCI, 
OF THE BUILDING 
INDUSTRY 


At a meeting of this Counc 
September it was decided 
following letters, containing 
to the Clerk to ihe 

Count uncil ini 
Health and the Minister 
Montagu H. Cox, Esq., LL.B., 

Clerk to the London County Couneil 


Smr,—I am directed by the Advisor; 
Council of the Building Industry to infor: 
you that at their meeting held on the 4: 
September, under the chairmanship of Lor 
Ebury, at the R.I.B.A., the following 
resolution was unanimously approved: 

“In view of the unemployment in th 
building industry and the drastic need fo; 
the adoption of the most economical methods 
in all branches of public administration in 
England, it is essential that the London 
County Council should set an example by 
modifying, wherever possible, without wait- 
ing for a new Act of Parliament, all those 
restrictions to building enterprise which in 
the interests of the building industry 
admittedly require modification. 

“There are many permissive powers gives 
by Parliament to the London County Counci! 
which can, and should, be exercised as 1 
prelimirary to a new Building Code, 

“If such powers were exercised, building 
and employment in the industry would be 
stimulated, building would be cheapened, 
and as local authorities throughout the 
country would tend to follow the example 
thus set by the London County Council, 
building would be cheapened throughout the 
country. 

“At present everyone who builds in 
London is operating under old laws which 
Parliament gave the London County Council 
power, in many respects, to modify. 

“The Council has not hitherto taken full 
advantage of these powers so to modify, 
but we ask them to do so now in the interest 
vf all concerned with and dependent apo 
the industry, and as a further constructive 
step to this end, we ask that an interim 
report embodying the modifications already 
decided upon by the Building Acts Advisory 
Committee of the London County Couneil be 
issued immediately.” 

T am, Sir, yours faithfully, 
H. B. Bryant, 


To the Right Hon. Neville Chamberlain, 
Minister of Health. 4 

Ricut Hon. Sm,—I am directed by 
Advisory Council of the Building Industry 
to inform you that at their meeting sag 
September 30, under the chairmanship 
Lord Ebury, at the R.I.B.A., the following 
resolution was unanimously approved:— 

“In view of the importance of the wy 
ing industry and the immediate need of t 
adoption of economic methods ™ 
branches of administration of building vs 
struction, it is essential that all local Te 
rities should set an example and 0d 
wherever possible, the by-laws or regulate 
which tend to restrict building, enterrc™ 
which admittedly at the pret, he 
require modification in many parts ©” 
country, Further, the Advisory . 
learn with great concern of the apparel” 
increasing number of building @ 
which are being abandoned and the 
quent growth of unemployment wisi 
building trades. They urce the om 
of Health to do all in his pewer to — vi 
such local authorities to proc Fev 
works which are of an essential 
and particularly to assis the 
builder by easing the iggy of out 
by-laws wherever possibiec. 

I am, Sir, your obedien’ servant, 

H. B. 
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ILLUSTRATIONS 


PLATES. 


Grammar School. 

This bai is a modern interpretation of 
English Renaissance of the late seventeenth 
century. The main features, such as the 
portico, the entrance doors, the treatment of 
the assembly hall (both externally and in- 

ly upon the 
However, an effort 


parture from this is the shght em 
u the students’ sabeisial. n this way 
> Ay architect has endeavoured to give a truth- 
ful representation of the purpose of the 
building. Internally, by means of a few ele- 
mentary colours in different combinations, 
various effects have been obtained, the 
endeavour having been to secure the most 
restful feeling by careful blending, strong 
colours only being used to focus the eye on 
some definite point. Care has been taken in 
such cases that the contrast. is supported by 
large unbroken areas of plain colour in order 
to avoid distraction. 

The whole object of the scheme has been 
to create for the children, most 
impressionable age, some idea pro- 
satan and the relationship of refined detail 
and plain masses, and the knowledge that 
everything should have an apparent explana- 
tion of its use or purpose. ‘ 

The builders were Messrs. H. M. Nowell, 
Ltd., of Stockton-on-Tees, and the following 
firms were also associated with the work :— 
Henry Parker & Co., bricks; Monks, Bath 
stone; William Walker, carving and fibrous 
plastering, etc.; Rockall & Co., electric fit- 
tings, etc.; H. G. Gibbons & Son, panel heat- 
ing; Caxton Floors, Lid., flooring; National 
Radiator Co., Ltd., radiators ; ucational 
Supply Association, Ltd., gymnasium fittings ; 
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Brookes, Ltd., wood-block floors; Stevens, 
McDowell & Co., Ltd., stoves and sanitary 
fittings and kitchen fittings; William Webb, 
ironmongery ; Crittalls, lantern light; Stewart 
& Co., copper dome; Roberts, Adlard & Co., 
roof tiling; Patent Victoria Stone Co., Lid., 
stone cills and art stone; Wainwright, Waring 
and Albany Forge, Ltd., casements, balus- 
trading. 

Mr. W. J. Kieffer, F.R.1.B.A., is the archi- 
tect, and Mr. E. Bartlett the clerk of works. 


The ‘Saville’ Theatre, W. 

This theatre was illustrated and described 
in our issue for September 4. We now give 
some illustrations of the main bas-relief 
frieze, representing “‘ Drama Through the 
Ages,”” modelled Mr. Gilbert Bayes, 
R.B.S. Portions of this frieze were ex- 
hibited at the Royal Academy, 1930 and 1931, 
receiving in the latter year the Royal Gold 
Medal for the best sculpture of the year. 
The frieze is cast in artificial stone, by the 
Empire Stone Co., Lid., the total length of 
all sections being 129 ft., representing :— 
On left of main entrance : “‘ St. Joan,’’ ‘‘ The 
Minstrels,’’ The Chester Players,’ ‘‘St. 
George and the Dragon ’’; and on right of 
main entrance: ‘‘ Greek Chorus,” Gladia- 
tors,’ “Imperial Roman Triumphai. Pro- 
cession,” Bacchanalian Rzvels,’’ Harle- 
quinade,”’ ‘‘ Shak n Plays,” ‘‘ Punch 
and Judy Show,” “ Victorian Romantic 
Plays,” ‘‘ Twentieth-century Revues and 
Society Plays,”’ ‘‘ War Plays.’’ We also illus- 
trate the mural paintings in the stalls bar, 


representing ‘‘ Drinking through the Ages,”’ 


by Mr. A. R. Thompson. 


“ Beal ” Central School, Ilford. 

The main building of this school is 
planned on the single-story principle, with 
the-exception of the central administration 
block, which has rooms for the use of the 
assistant teachers on a first floor, which 
form a prominent feature of the front ele- 
vation. The boys’ and girls’ departments 
are divided by a common assembly hall with 
a spacious quadrangle on each side, and 
round which all classrooms are disposed. 
A corridor, open on the quadrangle side, 
forms easy access to all rooms and affords 
ample means of natural lighting and ven- 
tilation. 

The ordinary classrooms are situated in 
the front portion of the building, which 
faces practically direct south, and in the 
sections facing east and west. The rooms 
provided for special subjects are arranged in 
the northern portion of the school. A room 
on the left of the main entrance is specially 


Hemel Hempstead Grammar School: Assembly Hall. 
Ma. W. J. Kuerren, F.R.1.B.A., Architect. 
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‘fitted with apparatus in connection »} 
medical inspection of the scholar a” 
waiting room is situated on the Opposite aw 
of the vestibule. This room, heton 
be generally used for library PUrposes, mg 
head teachers’ rooms are in the front ad 
ministration block, ensuring excellent 
vision over each department, Sag 

The entrance to the assembly hal} 
the main entrance to the school with » gr; 
ably wide lobby between. The hall oon 
long by 40 ft. wide, and has a raised lat 
form the north end, and a 
projection room at the opposite 
entrance doors. The floor 
ing laid on a counter floor of 1 in. dea} 
boarding. The segmental ceiling jg oon. 
posed of special acoustic plaster between 
the beams, and has an extract ventilati 
in the centre. _The Ilford Council arms are 
depicted in stained glass in the semi-circular 
window on one side of the hall, and the 
school badge in the opposite window, There 
are also stained panels depicting the 12 
signs of the Zodiac, music, art, travel anj 
knowledge. Directly behind the platform is 
the general science room which wil] be com. 
mon to both departments. There js als a 
genera] domestic subjects room for the girls, 

Each department has an art room, and 
the boys are provided with a large room 
for handicraft purposes. The whole of the 
buildings are centrally heated, and there is 
a hot water supply to all lavatory basins 
and einks. Special drinking fountains hav 
been installed, chosen specially for their 
hygienic merit and simple utility, 

The cost of the building, including bow- 
dary wall, playgrounds and roadway, is 
£46,000, and the cost of equipment, £2.90. 
The accommodation is for 400 boys and 
400 girls. 

The architect is Mr. L. bk. J. Reynolds, 
Assoc.M.Inst.C.E. (Borough Engineer and 
Surveyor), assisted by Mr. J. F. Cavanagh 
(architectural assistant on schools). 

The general contractors are Messrs. E. 4. 
Russell, Ltd., and the sub-contractors are 
as follow: Crittall Manfg. Co., Ltd. metal 
windows; Clark, Hunt and Co., Ltd., heat- 
ing and hot water systems; A. D. Young, 
Ltd., plaster work and granolithic floors; 
Edgar C. Porter, electrical installation: 
Adamsez, Ltd., sanitary fittings; J. Binder, 
stained glass windows; Parker, Winder an! 
Achurch, Ltd., door furniture; T. Gibso. 
clocks; Ewart and Son, Ltd., ventilating. 
Gas, Light and Coke Co., gas supply and 
stoves; Modern Tile Co., floor tiling; Acme 
Flooring and Paving Co., Ltd., oak block floor- 
ing; Henry C. Parker and Co. roof tiling: 
Parker, Winder & Achurch, 
Ltd., cloakroom fittings; May 
Acoustics, Lid., acoustic 
laster work; Powers & 

ne, Ransomes, Lid., om 
structional steelwork; James 
Fitzgibbons & Co., drinking 
fountains; Light § 
Ltd., wrought-iron entrance 


and railings; J. 
bner, pitc! pine 


tablet; Carter & 
Lid., floor springs: 


; The 
Ltd., glazed bricks; 
Co., mantels an 
Ewart & Sons, light 
ductors; The W. poor 
Joinery Co., 
lockers; The 
ing Co., chairs; t 
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tas has been made to express in simple terms 
of strong horizontal and vertica] lines 
ction. a building this nature, 
where brickwork forms the bulk of the ex- 
path: ee” ternal walling, it is essential to give great 
ate Ne care and attention to texture, colour and 
Mie ee massing. With this object in view the bricks 
have been carefully chosen. 
Chief emphasis has been placed upon the 
administrative centre, which is expressed ex- 
ternally by concentration upon this point; 
+ ay _ while the continuity of the classrooms and the 
oe cane workshops has been expressed in the form of 
horizontal lines starting with the unbroken 
ga} a. line of the windows and completed by the 
; 
Ltd., and ar 
boards; Townson & 
Ltd., laboratory 
= 
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Mr. W. J. Krerren, F.R.LB.A., Architect. 
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Messrs. T. P. Bewnxett, F.R.1.B.A., axp Som, Architects. 


By Mr. A. R. Tuompson. 


The “ Saville” Theatre, Shaftesbury Avenue, W.C.: Mural Paintings in Stalls Bar representing 
‘* Drinking through the Ages.” 
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West Enp. 


East 
New Winter Gardens, Blackpool: The Spanish Hall. 
Me. J. C. Dernaw, Architect: 
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FIRST FLOOR PLAN 


THE BUILDER. 


GROUND 


Messrs. Prestwich & Sons, F. & L.R.I.B.A., Architects. 


Public Buildings Competition, Northampton: First Premiated Design. 
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MUNICIPAL BUILDINGS, 
NORTHAMPTON 


‘eth of 265 ft. 
to east about 14 ft. The placing of the 
buildings on the site and the entrances 
thereto were the first consideration, A 
portion of the site was to be reserved 
for @ future school gymnasium, whilst a 
detached house had to be provided for the 
chief constable in close proximity to the 
police buildings. The schedule of accom- 
modation called for police buildings with 
sessions courts, fire station with flats four 
fremen, and public baths. 

The authors of the winning design 
(Messrs. J. C. Prestwich and Sons, of Leigh) 
show a new road across the site isolating 
the chief constable’s house and the site re- 
served for the future gymnasium. On this 
road are placed the entrances to the charge 
room, weights and measures department, 
and the police yard. The main entrances 
to the courts, fire etatiou, baths, and ae 
sembly hall are from the main road, Upper 
Mounts, the entrance to the assembly hali 
being set back 10 ft. from the building line 
to afford space for cars drawing up and 


setting down mgers. 
buildings and courts ate 


The police 

planned on two floors, the ground floor 
being level throughout except for a slight 
difference in the weights and measures and 
local taxation departmerits. The charge 
room as directly opposite the police en- 
trance, and direct aecess is obtained from 
the charge room to the celle. The varioas 
police offices are arranged between the 
charge room and the parade room, con- 
venient for both. The women police have 
their rooms in a quiet part, away from the 
police offices. The parade room faces a large 
drill yard, to which easy access is obtained. 
The duty room, equipment room, lavatories, 
and drying-room are conveniently placed 
adjoining the parade room. The local taxa- 
tion offices and the weights and measures 
department are treated as separate units 
with their own lavatory accommodation 
within the police buildings. The provision 
of a separate police yard enables one to 


dispose of the mortuary, 
‘quarters, etc., free from the public view, 


* baths. 
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stray dogs’ 


This range of buildings secures privacy to 
the police yard for the discharging of 
prisoners from the police van. 

The courts placed on the first floor follow 
accepted lines. The fire station is placed 
between the police buildings and public 
A mezzanine ie introduced, in which 
are located the mess room, lavatories, and 
drying-room. [t is suggested that the roof 
might be laid out as a garden and play- 
ground, available for the children of the 
firemen. The baths are planned on the 
ground floor, except for the superintendent’s 
house and committee room. The attend 
ants’ room, in the dressing-box annexe, 
is so placed as to provide efficient super- 
vision. As requested by the conditions, 
the flat roof over the smaller bath is to 
be used for sunbathing. The buildings gener- 
ally would be faced with Portland stone. 
The total estimated cost is £246,423. 


ILLUSTRATIONS 
(Continued from page 582:) 
New Winter Gardens, Blackpool. 

The scheme of these builidngs includes the 
new Olympia, which was completed last year. 
Provision has been made not only for imme- 
diate requirements but for future develop- 
ment. Features of the scheme include the 
“Spanish Hall,” the Renaissance 
Restaurant,’’ and the ‘‘Galleon.’’ In the 
case of the “Spanish Hall’’ the glazed 
roof, with its steel principals and stanchions, 
represents a canopy of sky, sun and rainbow, 
the walls and piers being decorated in the 
manner of a courtyard in Spain. The 
‘Galleon is designed on the lines of the 
officers’ quarters of a Spanish Armada 
galleon. It is of oak construction with appro- 
priate carvings. The ‘‘ Renaissance Restaur- 
ant’’ is in the Italianate manner, with 
enriched marble pilasters separating internal 
casements having in the coved ceiling, 
which are decorated with allegorical motifs 
in bas-relief. Softly-tinted illumination is 
admitted from the central ceiling light. 
Grill and cocktail bar are designed in har- 
mony, in a soft, warm colouring of buff, 
ivory and gold. The “Floral Hail’’ is an- 
other large and brightly decorated interior. 
Mr. J. C. Derham, L.R.I.B.A., is the 
architect. 

Among the firms associated with the work 
were the following :— 

Works Department, main contractors ; Thos. 
Blackburn and Sons, Lid., Preston, steelwork ; 


J. Alberti, Ltd., Manchester, fibrous plaster ; 
Arkwright Bros. (Blackpool), Lid., cement 
rendering for tiling; British Vacuum Cleaner 
and Engineering ge Lid., vacuum installa- 
tion; A. Brown and Co., Birmingham, door 
furmtare, lantern lights, ironmongery, etc. ; 
Blackpool Wall and Floor Tiling Co., Léd., 
Blackpool, tiling; J. Booth and Sons, Bolton, 
kpool, plumbing; Braby a 
Sons, joinery; W. Wadsworth 
and Sons, Léd., Bolton lift; G. Wragge, 
Ltd., Manchester, metal work; W. Walker 
and Co., Ltd., Blackpool, slating; Mr. W. 
Ward, Blackpool, plastering; Williams and 
Williams, Ltd., Manchester, metal laylights, 
illuminated columns; Newton Chambers and 
Co., Ltd., Manchester, cooking grill stove, 
kitchen equipment; Osler and Faraday, Lid., 
Manchester, electric fittings; Preston Fibrous 
Plaster Co., Ltd., Preston, fibrous 3 
Quiggin Bros., Ltd., Liverpool, bronze hand- 
rail, etc.; Ragusa Asphalte Paving Co., Ltd., 
Manchester, halt; Russell and Edwards 
and Co., Ltd., Preston, metal work; Shanks 
and Co., Léd., Manchester, sani fittings ; 
Shaw’s Glazed Brick Co., Léid., Whitebirk 
Darwen, terra cotta; Edwin Showell and 
Sons, Ltd., Birmingham, balcony rail- 
ings; Thornborough and Son, Manchester, 
sliding screens; W. H. Heywood and Co., 
Ltd., Manchester, roof , ete.; Hollis 
Bros. and Co., Léd., Hull, maple flooring; 
Harris and Sheldon, Ltd., Birmingham, dis- 
lay windows; H. Hargreaves and Son, 
Bary, ventilation; Humphries, Jackson and 
Ambler, Ltd., Manchester, laylights; J. and 
E. Hall, Ltd., Manchester, refrigerating 
plant; Haywards and Co., Léd., Manchester, 
avement lights; Leyland and Birmingham 
Rubber Co., Lid., Leyland, near Preston, 
rubber flooring; Mr. J. Lenegan, Manchester, 
marble; The Limmer and Lake Trinidad 
Asphalte Oo., Ltd., Manchester, asphalt; 
J. Lowes and Son, Blackpool, terrazzo and 
Firmit; J. Cooke and Son (Huddersfield), 
Ltd., Huddersfield, pre-cast concrete flooring, 
repairs marble pavement, floor tiling, flexe- 
form terrazzo; = Com and Sons, Liverpool, 
fibrous plaster; Mr. W. J. Cox, Black A 
steel tu chairs; G. Dawson and Sons, 
Salford, heating installation; Edison Swan 
Electric Co., Ltd., electric fittings; Mr. C. 
Fish, Blackpool, staircase enclosures; Fleet- 
wood Granite Co., Ltd., pre-cast steps and 
landings, etc.; Firmit Flooring Co., Black. 
pool, Firmit flooring; Grip Steel Bar Co., 
Ltd., Manchester, reinforced concrete steel. 


Public Buildings Competition, Northampton: First Prentiated Design. 
Messrs. Prestwich & Sons, F. & L.B.L.B.A., Architects. 
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Tue award of the assessor (Mr. Percy 
Thomas, F.R.1,B.A.), in the competition fer 
i proposed public baths, police and fire sta- 
I oe tions, sessions courts, ete., Northampton, 
is given under Competition News, page 
} 578, and we illustrate the first premiated 
design this week. The site has a front- 
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THE NEW FORM OF 
BUILDING CONTRACT: 


EXPLAINED AND ANNOTATED.—XIX. 


By W. T. CRESWELL, Barrister-at-Law, 
Hon. A.R.1.B.A., A.8.1. 
THE CONDITIONS— (continued). 
Clause 23.—Determination of Contract by 
Contractor. — 

Iw our Jast article we dealt with the deter- 
mination of the contract by the employer ; 
now it is the contractor’s turn. He can, by 
written and registered notice to the employer 
or architect, determine the contract if the 
employer does not pay him within a period 
to be agreed between the parties to the con- 
tract, and “ thereafter for seven days after 
written notice from the contractor’ fails to 
pay the amount due on any certificate of the 
architect, or if the employer interferes with 
or obstructs the issue of any certificate, or 
commits an “‘ act of bankru ,” or delays 
the whole or substantially the whole of 
works for three months under the provi- 
sions of clause 20, which deals with delays 
generally beyond the control of the con- 
tractor (other than works in of de- 
fects, see clause 13 of the form, ‘‘defects 
after completion 

And as to these, such delays due to local 
combinations of workmen, strikes or lock- 
outs ~are excluded from the provisions of 
clause 23 now under consideration. 

Furthermore, the clause provides that on 
the determination of the contract by the 
contractor, then, without prejudice to the 
accrued rights, whatever they may be of 
either party, their respective rig and 
liabilities shall be :— : 

_ (a) That the contractor (or his sub-con- 
tractors, if any) shall remove from the site 
all his goods, machinery and plant—the em- 
ployer paying the reasonable cost of their 


‘removal. 


(6) That the contractor shall be paid by 

the employer :— 

(1) contract value of the work com- 
pleted at the determination—subject to 
clause 10 (which deals with the manner 
im which the value of extras is to be 
ascertained). 

(2) The value of work commenced and exe- 
cuted but not completed at the deter- 
mination—(the value being ascertained 
on the necessary changes in accord- 
ance with clause 10 above). 

(3) The materials and goods 
ordered for the work and paid for by 
the contractor, which have been de- 
livered or of which he must accept 
delivery, shall become his own property 
when the costs of the same have been 
paid by the employer. 

(4) Any loss or damage owing to the de- 
termination of the contract by the 
contractor. 


Lien on Unfixed Materials. 

It is further provided that the contractor 
may eo of, and have the lien on, 
all unfixed materials interded for the work 
(which are the property of the employer under 
the contract) until he is paid all moneys due 
to him from the employer; but as to this, 
in passing, it may be said that it is doubtful 
whether, under the Bankruptcy Act, 1914, 
such lien could be enforced as against the 
trustee in bankruptcy. 

The importance of this clause to the con- 
tractor, if the employer does not make 
good his defaults, is his right to ter- 
minate the contract for non-payment by 
the employer on certain events happening ; 
nor can he be precluded from making a claim 
for general damages which might entitle him 
to the profit which he might have earned if 
he had been permitted to complete the con- 
tract works, or any extra costs which he 
has been put to in ‘consequence of the em- 
ployer’s acts and defaults. 

Furthermore, his interests are safe- 

arded in the event of the employer 

bankrupt or, as it is put 
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in the clause, commits an “act of bank- 
ruptcy ""—that is, the actual proceedings in 
bankruptcy of the employer need not have, 
in fact, occurred before action under the 
clause can be taken. And it is well that 
there are these safeguards provided, because 
upon bankruptcy an uncompleted contract is 


in law vested in the trustee in bankruptcy, | 


who may elect to complete those that are 
beneficial, or to disclaim those that are not. 
We have so far referred to the provisions 
of the new form of contract. The law in any 
case is that where there is a breach of con- 
tract on the part of the employer, and it goes 
to the root of the contract, the contractor 
may either abandon the contract and at once 
bring an action for damages, or treat it as a 
partial breach, complete the work, and then 
sue for damages. If he takes the former 
course he runs the risk of a Court saying 
that he has acted capriciously, precipitately, 
or without sufficient evidence that the em- 
ployer is in a position to complete the con- 
tract—for instance, ‘complete payment. 
The contractor is advised, in most cases, to 
continue the work, and ‘at the same time take 
any legal action he is entitled to, either under 
the contract or at law—especially in respect 
to any payments which may be due to him. 


LAW REPORT 


Cuancery Drvision. 
Before Lornp Justice Romer. 
ALLEGED EYESORE: 
Aesthetic Susceptibility Not Sufficient. 
Shaw v. Brodribb. 


This action raised points of interest to 
house owners in country districts. The 

laintiff, Mr. G. C. Shaw, of High Beeches, 

reat Missenden, Bucks, took the view that 
sheds erected by Mrs. L. F. A. Brodribb, of 
Early Rivers, Nags Head-lane, Great Missen- 
den, were artistically displeasing to him, and 
he sought an injunction restraining her from 
retaining on her premises four sheds. He 
said the sheds were detrimental to his 
property and other property he owned, and 
further he set up that the defendant had 
acted contrary to her restrictive covenants, 
which ruled out any t of building but 
dwelling and garage, and forbad structures 
for animals, except at certain specified dis- 
tances from the property. 

Defendant replied that she had only put 
on the land a garage and a thatched summer 
house and goat houses. These were not in 
the permitted belt, but she contended that 
plaintiff had acquiesced in this, and said 
plaintiff himself had grazed sheep. 

Evidence was’ given on behalf of the 
plaintiff that the structures the defendant 
had erected were unsuited for the type of 
property, and that they were detrimental 

it. 

Mr. F. Baden Fuller appeared for the 
plaintiff and Mr. R. F. Roxburgh for the 
defendant. 

His Lordship entered judgment for the 
plaintiff without costs, as in his opinion the 
plaintiff had failed as to every structure, but 
the goat house. In his view the hen houses 
were outside the covenant, but as to the goat 
— it must be moved into the permitted 


In this case plaintiff took the view that all 
the sheds were aesthetically displeasing to 
him. But this point had already been before 
the Courts, and a decided authority made it 
plain that what would succeed in that type 
of complaint was not the annoyance or 
grievance of a sensitive person, but a dis- 


turbance which would trouble the mind or 


leasure of an ordinary sensitive English 
inhabitant of a house. His Lordship had 
listened carefully to the evidence and the 
conclusion that the plaintiff's peace of mind 
had not been affected, though his aesthetic 
susceptibilities might have been. He was 
therefore satisfied that plaintiff had not been 
annoyed within the Meaning which the 
had already decided must ~ to 
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“ THE BUILDER” 
DEBATE 
XLIV.—Payment for skill, 
Sm,—It is refreshing to hear 
osal for the 
quality of workmanship in the build 
which does not start with the cutting dow 
of wages. It is remarkable that alj 
fess to discuss the question from the a8 
point of view appear to be against the grad 
ing proposal which Positive’ advocate, 
No reasoned argument against this proposa| 
has yet been made, and the “ Negative” 
case ignores all the covering pointy which 
it that the trade unions are 
cerned to bolster up the standard of living 
of those who work so little that they have 
time to be vocal, and that the hard worker 
being inarticulate, can look after himself’ 
There must be a strong suspicion that this is 
the official policy, and it is a position which 
those at the head of affairs should examine 
very closely. 
Costs. 
Srr,—There are grave objections to the 
system which Positive ’’ recommends, a 
there are in most of the simple-looking 
panaceas which are claimed to solve the chiei 
problems of humanity. The system of grading 
wages is in the first place a direct incentive 
to the contractor who is not particular as to 
the quality of his work to choose his staf 
from the lowest grade and drive them hard. 
He will get contracts in that way, and the 
general standard of work will deteriorate. It 
also opens the door to favour between fore. 
man. and workmen, whereby the favoured 
‘‘ crawler ”’ would soon qualify for a higher 
rate of pay, with the unpopular man, however 
skilful he might be, kept down at the bottom, 
It also establishes the principle that more 
than a hard day’s work is required from one 
man. There are always individuals prepared 
to sell themselves into slavery for money, and 
these are the ones who will step over the 
heads of their fellows to the favoured places. 
The labour movement has fought hard and 
successfully to establish the principle that 
workmen are not slaves, but as much entitled 
to work in human fashion as their masters 
or superior clerks; and that they should leave 
their work of an evening with still some 
energy left for well-earned recreation. Labour 
will not sacrifice that principle for the sake 
of getting back to the cheap conditions of the 
last century. It is at the other end of a 
muddled industry that we must look for 
economies : in better organisation and equip- 
ment, and in the building up of conditions 
under which the working man can put f 
his best without slavery. There 1s much 
also, for the claim that the average physical 
quality of the operative is lower now than 
before the War. The War took a heavy tol 
upon the industry in the first place, and many 
of the grown men of to-day are suffering from 
the inadequate home conditions under which 
they lived as children. ; 
By all means Jet us find some way of im- 
poyen the output of building, but do 
et us imagine that we can find the cure ! 
of the pockets of the working-man, when be 
wage-bill has increased far less than 
profits and intermediate commissions which f° 
into the pockets of the employers 


merchants. 
rchan 


Crematoria. 

Architects and others _ interested mo 
planning of or engineering problems © 
nected with crematoria should find of 9s 
tance a book, “ Cremation in Great Brita, 
of which the second edition (price 3. 
from 23, Nottingham-place, W.1) 
published. Besides a large amount 
mation regarding the legal «nd 
tions, plans and illustrations of 48 
British crematoria are include’. 
are Messrs. P, H. Jones, \1.C., Bu» 
George A. Noble, F.1.8.4. 
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BUILDING REGULATIONS. AND DAYLIGHT 


AGREEMENT ON INTERNATIONAL STANDARD OF INADEQUACY. 
By 


Tae spectacular floodlighting of London 
arranged as a welcome to the delegates of 
sixteen countries to the International 
Ijumination Congress has somewhat dis- 
tracted popular attention from the less 
interesting but more solid work of the 
technical meetings of the peripatetic con- 
gress at Glasgow, ‘Edinburgh, Sheffield and 
Birmingham; whilst the all-important in- 
ternational decisions reached at _ the 
subsequent plenary meetings of the Inter- 
national Commission at Cambridge are in 
danger of being overlooked altogether. 

In one subject at least, that of daylight 
illumination, the effect of those decisions is 
likely to be of considerable importance to 
architects and to those entrusted with the 
duty of framing or revising building re- 
gulations, in that the fundamental basis of 
a standard of inadequacy, hitherto largely 
a matter of opinion, has now been agreed 
internationally. The authority which 
attaches to any decision of so representa- 
tive a body is enhanced by the meticulous 
precautions which it exercises to prevent 
hasty or ill-considered decisions. 

The full Commission meets at intervals 
of three years. At each triennial meeting 
~—of which this is the eighth—each subject 
on the programme of the Commission is 
allocated to some selected country which 
appoints a Sub-Committee of its National 
Committee to act as Secretariat in that 
particular subject. National Sub-Com- 
mittees are also appointed in all other 
countries desiring to collaborate in the 
study of the subject, and the Secretariat 
Committee during the ensuing three years 
translates, manifolds and circulates all 
available data, information and proposals 
to technical correspondents attached to each 
National Sub-Committee; and in due course 
also circulates any communications received 
in reply. 

Prior to the next triennial plenary meet- 
ing of the Commission the Secretariat 
Committee also circulates a general report 
on the three years’ work, with any de- 
cisions which it proposes to suggest to the 
full Commission. Opportunity is also 
afforded, at a Congress which immediately 
precedes the triennial plenary meeting of 
the Commission, for the reading of papers 
on the subject and for the widest possible 
discussion of it from every aspect. 

With such a wealth, not to say an excess. 
of precaution it might be expected that a 
cosmopolitan body representing widely 
divergent interests would never be able to 
decide anything. But any tendency to in- 
definite postponement is relieved by the fact 
that each country i 
represented, is careful to select for its 
National Sub-Committee the most eminent 
technicians and scientists which it can 
secure. Such men are able to appreciate 
accuracy whatever its source, and also to 


discount interested opposition or unsound 


criticism. To this must be added the 
natural desire of secretariat countries to 
justify the distinction of their appointment 
for any subject, and to show tangible and 
useful results for each three years’ work. 
Although, therefore, the definite decisions 
reached at the triennial meetings of the full 
mission are neither so numerous nor 80 
at-reaching as many convinced enthusiasts 
Would desire, the weight which must be at- 
‘ached to them is unquestionable, especially 
when they represent unanimous agreement, 
il im the case of the decisions on daylight 
mination at Cambridge this year and in 

‘reat Britain was first inted Secre- 
tariat country for the subject of daylight illu- 
a. at Bellagio in 1925. At nac, 
‘S.A., in 1928, it secured unanimous agree- 
pent on the system of defining the natural 
hs ing of interiors by the ratio of the inside 
the outside illumination. Unfortunately, 


, anxious to be worthily 


in order to secure a unanimous decision, the 
“ daylight factor,” or the ratio between the 
inside illumination and that derived from an 
unobstructed hemisvhere of sky, was substi- 
tuted for the ‘‘sill ratio,” or the ratio be- 
tween inside illumination and that derived 
from a complete quartersphere of sky, such as 
would furnish the illumination on any unob- 
structed window sill. The latter was more 
familiar in this country, but the two mean 
Pp “aged the same thing, although the sill 
ratio any interior position is numerically 
double the daylight factor of that position. 

A more important decision at Saranac was 
the determination of a standard moderately 
overcast sky giving an illumination of 500 
foot candles (5,000 lux) from a complete 
re ith this fundamental basis 
to build upon, the National Committees dur- 
a the next three years explored the possi- 
bilities of agreeing upon a standard of in- 
sufficient light for ordinary purposes, such 
as clerical and domestic work. The severe 
limitation to this extremely modest pro- 
gramme of the extent of agreement to be 
aimed at can be understood when it is appre- 
ciated that in no country except Great 
Britain have any practical standards of ade- 
quacy or inadequacy been formulated even 
for ordinary purposes. The papers and re- 
ports of the British Committee indicate ap- 
preciation both of the necessity of satisfying 
a new and growing demand for standards of 
adequacy for ordinary purposes, and of the 
problems which would render agreement 
difficult even upon these. 

The Commission was warned at Saranac 
of the sudden increase in all countries of 
the public appreciation of the value of 
light, air and sunshine in towns, which 
had followed the marvellous cures attri- 
butable to exposure to sunlight or its arti- 
ficial equivalents, first in Alpine sanatoria 
and later in less favoured localities. These 
had caused the study of irradiation to be 
extended to the most unpromising condi- 
tions, culminating in the proven benefits 
of open-air .schools, even in smoky iowns. 
The fact that the whole system was, but 
for its artificial equivalents, merely a re- 
suscitation of the heliotherapy of the ancient 
Greeks—-neglected and forgotten for 2,Q00 
years—served, if anything, to increase the 
public interest in it, and to add fresh 
disciples to the cause of preserving so much 
of the light and air of towns as has been 
left by the short-sighted stupidity or sel- 
fishness of past generations, and, it must be 
admitted, of the present. 

It was recognised that to-day the efforts 
of those who desire to resist selfish en- 
croachments upon a bare adequacy of light, 
gir and sunshine in towns are handi- 
capped by inability to define adequate and 
inadequate daylight, just as they have been 
throughout the ages. In the perennial 
conflict between public health and monetary 
interests, the victory has therefore always 
gone to the landowner who desires the maxi- 
mum rental value on his site, to the local 
authority which desires the maximum rate- 
able value within its boundaries, and to 
the business interests who claim that their 
time and convenience must be conserved 
at all costs. The greater and greater con- 
centration for which all these monetary 
interests have clamoured has been _ per- 
mitted, and buildings have gone higher 
and higher and their interiors become 
darker and darker. 

The Royal Institute of British Architects. 
in their declared policy that the tendency 
has gone too far and must not be increased 
(pace Prof. Reilly and the Daily Mail), is 
no longer in a_ position of splendid isola- 
tion. Their policy gains supporters every 
day in all countries. To quote from a 

r submitted to the Congress at Glasgow: 
“Yesterday the dostrine of higher and 
denser buildings in our towns was regarded 


as the orthodox faith of national pro- 
gress. To-day-.it is regarded with rather 
more than suspicion. To-morrow it will 
be looked upon as little short of high 
treason.” 

The decision of the British Secretariat 
Committee six. years ago to recognise the 
first small beginnings of the present world- 
wide movement in favour of a sufficiency 
of light and air in towns, and to focus and 
limit their attention, and thereby the at- 
tention of other countries, upon the. pro- 
vision of a standard of ordinary adequacy 
has been amply justified by the result. 

Since 1928, the first vague movement ia 
favour of adequate air, light and sun has 
grown out of all knowledge, and the de- 
mand for authoritative standards is now 
as insistent as it is widespread. The Com- 
mission was therefore enabled to give the 
world exactly what it required and to 
give it in. a form in which it could im- 
mediately be applied to the practical pro- 
blems of the moment, 

The British Resolutions and Report, coupled 
with the explanatory paper presented by the 
British Committee to the technical session of 
the Congress at Glasgow, constitute, explain 
and illustrate a simple, practical and accurate 
system of measurement, predetermination and 
representation sufficiently flexible to allow of 
the effect in practice of broad lines of 
policy to be ascertained easily and quickly 
without specialised technical knowledge; and 
also enables any particular case, however 
complicated, to be investigated to any given 
degree of exactitude which may be desired. 
At the same time a basic standard is formu- 
lated and agreed which covers all ordinary 
cases—which is al] that building regulations 
are concerned with—covets the majority of 
considerations influencing the decisions of 
architects, and can readily be expanded to 
meet any cases of special light for industrial 
operations. 

Building authorities are now in a position, 
as they have never been before, to determine 
without difficulty precisely how much ade- 
quate light will be secured by any given 
limitation of permissible height and density 
of new buildings, or, alternatively, precisely 
what limitations are pecessary to avoid any 
given degree of inadequacy, Above all, they 
have at last an accepted and simple de- 
finition of inadequacy, as to which it was 
previously possible to hold » innumerable 
opinions. Whilst the pupdits disputed, all 
real progress was blocked. 

The fact that the standard of insufficiency 
now agreed internationally happens to be a 
strictly British product—evolved and sug- 
gested nearly a quarter of a century ago 
by a London architect, embodied in 1922 
in British case law, and recommended after 
exhaustive tests by the National Physical 
Laboratory—is no valid reason for national 
complacency. Great Britain was in an ex- 
ceptional position. The operation of her re- 
tention of the ancient Roman law of light 
had enforced the intensive study of the sub- 
ject from severely practical standpoints. We ‘ 
have been compelled in this country to appre- 
ciate and to define the lines of demarcation 
between that which is essential and that 
which is merely desirable—to differentiate 
between theory and practice, between hard 
facts and mere opinion. It would, in fact, 
have been somewhat discreditable if after a 
century of litigation we could show no prac- 
tical methods of measurement, predetermi- 
nation and representation, and no recognised 
standards of adequacy. At most we can 
be mildly gratified that this country has 
provided that which might reasonably be ex- 
pected from her. 


Building Science Abstracts. 

Issued the Department of Scientific and 
** Building Science Ab- 
stracts,” vol. IV. (mew series), No. 8, for 
August, 1931, comprisi Abstracts Nos. 

ice 9d. net (annual -subscription 
post free), can be obtained from any of His 

jesty’s Stationery Offices. 


Be 


tig! 


at and a 
ig trade 
men's 
grad. 4 
| 
ative ” 
y have 
worker, 
orks 
h 
camine 
to the 
ds, as 
looking 
chief 
rading | 
centive 
as to 
staf 
| hard. 
nd the 
te. It 
n fore- 
higher 
pwever 
ottom, 
more 
m one 
er the 
places. 
d and 
that 
ntitled 
asters | 
| leave 
some 
abour | 
of the 
of a 
k for 
equip 
litions 
forth 
much, 
yysical 
than | 
bs 
from 
which | 
of im- 
not | 
out | | | 
am his 
» the 
ich ge 
re 4 
i 
| om 
tees 


‘THE BUILDER. 


REPORT OF THE MINISTRY OF HEALTH 


Tue Twelfth Report of the Ministry of 
Health just issued contains the usual wealth 
of information on the great variety of sub- 
jects the Ministry is now called upon to 
deal with. A separate article might well be 
written upon many of these, but since this 
Report was compi public attention has 
become concentrated upon one serious 
matter, the financial condition of the State. 

The reports of the two recent Com- 
missions, that on the Rent Acts and that 
on National Expenditure, have to some ex- 
tent had to deal with housing and the 
progress made, so we can condense our 
observations on this subject and only refer 
briefly to 


The Report states that the number of 
houses completed in England and Wales 
since the Armistice up to March 31, 1931 
(excluding those built for re-housing pur- 
poses in connection with slum clearance 
to the Housing Act, 1930), is 1,660,455, of 
whick 994,109 were built with State assis- 
tance, and 666,346 without State assistance. 
The Report draws attention to the fact 
that the number of houses erected with- 
out State assistance in the ’ under 
review (1930-31) constitutes a record, the 
total number being 128,728, of which 125,368 
were erected by private enterprise. We 
pointed out in our notice of last year’s 
Report that the term “ private enterprise ” 
appeared now not to include private 
builders, but only hose bodies mentioned in 
section 3, sub-section (2), of the Act of 
1923, being companies or societies not trad 
for profit, as the expression was 
apparently in that Report in that sense, 
and we imagine that to be the case in the 
present Report, but one important feature 
of the figures given in this Report is that 
of the 666,346 houses above stated to have 
been erected without State assistance 
493,500 were of a rateable value not exceed- 
ing £26 (or £35 in the Metropolitan Police 
District). 

The Report deals at some length (pages 
97-98) with the provision of houses at lower 
rents. It states that the Exchequer subsidy 
at the present rate is the equivalent (cal- 
culated on the basis of interest at 4} per 
cent.) of a grant of £134 towards the cost 
of a house (£196 in an agricultural parish), 
and the subsidy payable out of the rates is 
the equivalent of a further sum of £67, 
and with this assistance houses erected 
under'the Housing Act, 1924, at the average 
building cost of £344 for the year under 
review and at a reasonable figure for cost 
of roads, sewers and other expenses, can be 
let approximately at 6s. per week exclusive 
of rates in urban areas, and 3s. 6d. ex- 
clusive of rates in agricultural parishes. 
It is stated that an even lower rent is 
chargeable in respect of replacement houses 
built under the Housing Act, 1930. 

It is therefore claimed that the needs of 
the classes for whose benefit the Acts of 
1924 and 1930 were designed can now be 
met, but in practice, owing to the system of 
maintaining a single pool of rents, as 
interest was higher as well as building 
costs in the earlier years, a higher rent is 
charged than would be justified otherwise 
under present conditions, and the result of 
this process is that the housing estate of a 
local authority tends to contain (a) a num- 
ber of tenants whose need is adequately or 
more than adequately met by the reductions 
of rent that have already been secured, and 
(6) at the opposite extreme a number of 
tenants who are able only with serious 
diffeulty to meet even the reduced rent 
charge. 

This appears to afford ap example of the 
effect of subsidies pointed out by the 
majority of the Committee on National 
Expenditure that “there is serious danger 
of the nation gradually and without fore- 


thought finding itself committrd to the 
principle that a man’s wages are not nor- 
mally intended to enable him to pay fully 
for his housing, for we have here a class 
of tenants in subsidised houses who could 
afford a higher rent to the disadvantage of 
their poorer neighbours.” The Report of 
the Ministry contains suggestions as to how 
the evils described above should be reme- 
died. The delay in the “ filtration ” process 
described in the Report of the Committee 
on Rent Restriction is recognised, and it is 
suggested that on new housing estates the 
pooling system should be suspended and that 
an investigation should be made by the local 
authorities of the present financial position 
of their tenants and their status as regards 
the number of their families. It is further 
pointed out that although the houses pro- 
vided under the 1930 Act will not form part 
of the existing pool or bear the burden of 
past expenses, yet the supply of those houses 
which are intended for replacement of de- 
molished houses cannot be expected to meet 
the whole working class need for low rents 
and thus the delay in “ filtering up ” is of 
great importance. It is not easy from the 
Report to gather whether the statement 
contained in the Report of the Committee 
on National Expenditure as to the effect of 
subsidies on the cost of building is sup- 
ported. In the Report of the majority it 
was stated “By the autumn of 1927 when 
the subsidy was reduced in value by £26 
the cost of building had fallen by prac- 
tieally the same amount. In the following 
two years the average cost showed a further 
fall of over £60, and on this basis, not- 
withstanding some increase in the rate of 
interest, the further reduction of about £26 
in the subsidy which was to be made by 
the Housing Acts (Revision of Contribu- 
tions) Order, 1928, would have been fully 
justified. Before that Order could come 
into operation, however, the reduc- 
tion of subsidies under the Act of 1924 was 
cancelled by the Housing (Revision of Con- 
tributions) Order, July 26, 1929, and it is 
significant that since September, 1929, there 
has been no fall whatever in housing costs 
in England and Wales, except in the rate 
of interest, and this in spite of the facts ( 1) 
that the prices of raw commodities 
generally have fallen heavily, and (2) that 
there has been materially less pressure on 
the building industry generally during this 
period than in previous years,” and figures 
were given in support of this statement, with 
a table relating to non-parlour houses. 

The only passage in the Ministry of 
Health Report we have been able to find 
bearing on this question is the following :— 

The average building price of non-parlour 
houses in respect of which tenders were let 
or direct labour schemes approved during 
the year under review was £344. To this 
building cost has to be added the cost of 
land, roads, sewers and fees, which may in 
towns normally vary between £45 and £95 
a house and in rural areas between £10 and 
£40 a house. The corresponding building 
price for the calendar year 1928, immedi- 
ately following the fixing of the rate of sub- 
sidy at ‘present payable under the Housing 
aes Provisions) Act, 1924, was £362.” 

may be mentioned that in the National 
Expenditure Report the cost of land, roads 
and sewers was averaged at £70, and in 
comparing the two sets of figures this must 
be taken inte consideration. In the Report 
of the Ministry it is said, however, that it 
cannot be regarded as satisfactory that in 
spite of continued production of houses on a 
large scale there should not have been a 
more substantial reduction, and that it is 
disturbing that the average price quoted 
above for the financial year 1930-1 should 
show no reduction on that for the calendar 
year 1930. 

We cannot dwell further u this section 
of the Report (which sugges- 
tions which should be studied by Tors 
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authorities), but we may special} 
tention to the @hesrvations ‘on 
calling the attention of local authorities te 
the importance of making and enforcing by 
laws under the Act of 1930, so as to ‘ 
Improvement Areas from slippi i 
their former condition. 


Private Street Works. 


We hope to deal with a 
Minister in connection with per, 
works and the decisions reported in this 
Report and that of last year in a separat, 
article, but we notice here important gug. 
gestions made in the Report as to street 
works in “sporadically developed areas.” 
Attention is called to the fact that in rural 
districts and small urban districts 
although the need for a well-surfaced road 
is pressing in the interests of the residents 
and of sanitary services, often the condition 
of the track is so bad, the development of 
frontages so immature, and the class of 
property of so low @ rateable value, that 
complete making up at the frontagers’ ex. 
pense is impracticable. It is further pointed 
out that local authorities have no power 
under the general law to require that suit. 
able access shall be provided before houses 
are erected, and it sometimes happens that 
dwellings which are mere shacks or eara- 
vans are put down without any kind of 
plan and facing “streets” which are mere 
tracks, and that this problem is becoming 
more acute. 

A suggestion, which has been under the 
consideration of one or two local authori- 
ties, has been made by the Department, that 
a strip carriage-way should be made with 
or without a footway of sufficient and per- 
manent a character to be incorporated in 
due course in a full making up of the street. 
In one case where the authority is acting 
on these lines the carriage-way contem- 
plated is 16 feet, with provision for surface 
water drainage. 


Development and Encampments of 
Caravans. fe 
As a large number of authorities have ex 
pressed perplexity in dealing with the deve- 
lopment of groups of dwellings of the shack 
or caravan type, has been 
pared by the Ministry with an 1 
~ the Ministry of Agriculture for their 
idance, which will be found at pages 
167 of this Report. 


Rating. 
The total rateable values in England and 
Wales were £257,429,312, in April, 1930, ay 
compared with £292,373,015, in April, 1 
a decrease of nearly 12 per cent. This Bg 
flects the effect of the De-Rating Act, 1 
but, as explained in the Report, the - 
loss was rather greater than that. The 
able value per head of the estimated a 
lation in England and Wales was 26 9%. 
as compared with £7 7s. 8d. The a 
amount in the pound was in 1930-1, 0 
an increase of one penny over the pre 
year. 


pa 1 loan. debt of 
The outstanding external ‘oan 
March 31, 1929, was £1,174,984,092, a8 com 
pared with £1,121,258,965 in the previous 
Report. 


Council for the Preservation of Rural England 
The fourth National Conference of po " 
will be held at Bath from October wr? . 
Lord Crawford and Balcarres wil! preside, 
among the vice-presidents are the ee 
Bath, Lord Cobham, Mr. E. Gay ' sir 
Sir Matthew Nathan, and Ma jor- Genet 
Fabian Ware. Papers will be read pe e 
Country Town and its Rurat ng, 
“Traffic and Amenity,” ational 
Parks,’ and an_ interesting programme 
visits and social events has 
Further particulars may be obtain : 
Secretary, H. G, Griffin, 1 
Marlborongh-street, Regent-street, W.L 
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THE BUILDER. 


ARCHITECTS & BUILDERS’ INQUIRY BUREAU 


questions and answers, but cannot 
contributed replies, especially om 


Bitumastic Paint. 


an you tell me whether I am right 
Be that bitumastic paint is the most 
suitable paint for outside ironwork and re- 
‘erable to white lead paint? I should 
to know the reason also, MAINTENANCE. 


Fibrous Cornices. 


Sm,—I note some lengths of fibrous plaster 
recently delivered are con- 
siderably bowed in their length. Is there any 
method of straightening frac- 

’ is the cause of the ? 


Roofs. 

Siz,—I should be interested to see details 
of comparative cost of cheap flat roofs and 
sloping roofs of equal service. Though ex- 

ing the former to be cheaper, the latter 
type persists, even where work is obviously 


ione on the cheap speculative builders. 
INTERESTED. 


Quantities. 

Sm,—Is there any generally accepted agree- 
ment between contractors to refuse to tender 
without quantities for any class of work? Can 
you tell me the value of the work above which 
they will not undertake estimating without 
quantities ? ‘ PRACTITIONER. 


Central Heating. 
Sm,—Is there a rough-and-ready price per 
radiator for at the approximate cost 
of central heating for a large system? 
TIMATOR. 


An Architect’s Difficulty. 

Sim,—I have been recommended a 
builder to a client for a job sonar by 
the latter. The job is worth having, and 
feel to some extent beholden to the builder, 
whom the client wishes to employ, but I 
know other firms who are likely to execute 
the work more cheaply and as well. I should 
be glad of advice as to how I should honour- 


ably act in the matter. : 
Younc Ancuirecr. 


Heating Apparatus. 
Sin,—I should be glad to have information 
as to electrical apparatus applied for heating 
water, including comparative costs with other 
systems of heating, assuming current at 1}d. 
per unit. EQuiPpMENT. 


Ventilation of Water Closets. 

Sm,—The model by-laws followed in most 
country areas provide that one wall at least 
of any w.c. must be an outside wall, and in 
ita window of certain area. Is there any 
jecedent for providing a flat concrete roof 
and top light in it to satisfy this clause? I 
note an air-brick is required, or other 
permanent method of ventilation. An air- 
brick has grave objections in times of frost 
aad invariably gets badly blocked up. Is it 
not time some of these antiquated regulations 

Were revised ? 1931. 


Bulk of Excavated Clay. 
, Si8—Can any of your readers inform me 
fa given quantity of clay in the solid will 
ease or increase in bulk when excavated 
ttl placed in an embankment? Could they 
give me from their own experience the per- 
centage of loss or increase? The material to 
ey placed in layers, well watered and 
Excavator. 


Powers of Olerk of Works. 
_ §R.—I am clerk of works under an U.D.C. 
™ charge of the erection of houses and the 


makiug of roads and sewers In my posi- 
tion, have I the right to refuse anyone per- 
mussion to come wpon the job other than the 
builder, the contractor and their men? I 
take it I am the * authorit ,»” next to my 
surveyor, upon the site. What is actually 
my position? The builder tells me he can 
let anyone come over the houses he likes, and 
he can overrule anything I say except as to 
the actual building. B. J. 


Additions to House. 
Sir,—About six years ago a client of ours 
pure & new semi-detached house, to- 
gether with an adjoining strip of land 9 ft. 
wide. He informed the builder he would 
require the land for erecting a ga 
Th 


and, 
later, additional bedrooms. e builder 
agreed, and sold the piece of land, and told 
our client it would nec to project 


foundations on to this land. The land 
between the two exterior faces of the con- 
taining walls actually measures 8 ft. 7 in., 
and our client contends he is entitled to use 
the main wall of the adjoining property, 
thus it into a party Lets in 
fact, he erected a garage between the two 
walls some four years ago. Both houses 
were erected at the same time by the same 
builder. 

Our client now wishes to construct two 
bedrooms over the garage, carried on 
R.8.J.s which would inserted in the 
adjoining owner’s wall to a depth of 44 in. 
At the time the adjoining house was erected 
@ window was built in the proposed party 
wall, giving light to the adjoining owner's 
staircase and overlooking our client’s strip 
of land. Before involving himself in 
expense in building operations, our client 
would like to be clear on the following 
questions :— 

(a) Is he at liberty to convert the adjoin- 
ing wall in question into a party wall? 

(6) Can he build up the window opening 
in this wall; or, alternatively? 

(c) Would it be compulsory to construct 
a small well around this window, and if so, 
what would be the minimum width of this 
well? 

(d) Would it be necessary to advise the 
adjoining owner in writing of the proposed 
additions ? 

If any of your co dents could help 
us in this matter we should be grateful. 

Lonpon. 


Contracts and Deflation of Sterling. 

Srr,—We have recently secured contracts 
for the erection of a number of houses and 
flats, placed with us subject to the usual 
conditions before the deflation of the sterling, 
and we shall be glad if you could inform 
us, in the event of our carrying out the con- 
tract, of the procedure necessary for increas- 
ing our costs to cover any rises in building 
material, as obviously we could not be 
expected to fulfil the contract for the same 
amount as our tender, since we are not 
responsible for the circumstances which have 
arisen. C. L. L. Ranpat. 

{This is an important Sh 
doubt will affect many contracts, but cac 
must be dealt with on its own merits—as in 
anv crisis which exists, or may exist, @.g., a 
war. In this instance the contract - 
ments and general particulars of the eons 
must be examined by a legal expert — 
any opinion can be given, and it would = ha 
querist’s interests to take that course 1 


is wise.—Ep. |! 


ANSWERS. 

Country House Drainage System. 
‘Answer ‘‘ READERS,” OCTOBER 2.] 
1,—The faults of the system are 

several :— 


An allowance 
r head 
should 


he tank is too small. 
of ae days? storage at 30 gallons 
per day should be made. This _ 
be 2) to 3 times as tig 

i ter shou 
No regular bacteriological 


action can be established when a tank is 
flushed out as this must be after very heavy 
rain. 

(3) The tank should not be ventilated. ft 
must be light-proof and.air-tight to germinate 
properly. EWAGE. 


Cost of Flats. 
to “R.LB.A.” Ocroser 2.) 
L.C.C. have built th 
flats in the area mentioned at 10jd. per foot 
cube, but for private enterprise a cost of 
about Is. Id. to 1s. 2d. should be anticipated. 
MATES. 


Sm,—I am of opinion that the one block 
consisting of 37, ft. cube would cost 
£2,527. This is based at about 1s. 4d. per 
ft. cube. I suggest it would be a simple 
matter to take rough quantities, as cube 
measurements are sometimes mi ing. 

A, M. Kwicur. 


Heating Conservatory by Electricity. 
[Answer to “ Ocrozer 2.] 

Sm,—Electric tubular heating is quite 
efficient, depending on adequate heating sur- 
face, for which a heating engineer should be 
consulted. But with current at over $d. per 
unit it is considerably dearer to run than a 
hot water system. 


Estimates. 
[Answers to “Sovrmport Reaper.” 
OBER 

would suggest to Southport 
Reader ’’ that he should abandon his system 
ot taking payment by results which for several 
reasons 18 an unsatisfactory method on which 
to base charges for estimating. He does not 
state within what limits of estimated cost he 
prices jobs at £1 each, nor whether his fees 
apply to estimates when quantities are pro- 
vided, but the very fact that the fees are so 
low may in itself be one of the reasons that 
the estimates he refers to were not used. 
Sound estimating that will stand examination 
during the progress of the work, and when 
accounts are made up, is worth considerably 
more than he is charging, and will command 
reasonable treatment from his clients. On 
the face of it he does not appear to have any 
remedy, or at all events not one that it would 
be wise to apply other than a carefully 
worded remonstrance. If this fails he should 
decline further commissions from the builders 
referred to. Estrmartor. 


Srr,—The course to pursue is to establish 
evidence of contract either by letters, diary 
notes, or verbal agreement witnessed. Then 
sue for payment. Figntum. 


Sm,—Unless “ Southport Reader”’ can 
show that as a part of his agreement with the 
said contractors, the estimates prepared for 
them, by him must in part be pted by 
them, and sent in their tender, and no other, 
or modification thereof, it is useless for him 
to make any claim for commission in the 
circumstances detailed in his question, for he 
would not succeed. Lex. 


Dampness of Gable Walls. 
[Answer To “ Krxe’s Norton.” 
25. 
Str,—If all the outer walls were stripped 
of plaster-work, bare to bricks, and the walls 
studded and then plastered over in the usual 
way, dampness and ensation would be 
stopped. This yh a very old-fashioned 
dy, but ve ective. 
G. B. (Holloway). 


The London Building Act. — 
‘Answers to Visrron,” 18.} 
Sim,—The London Building Act of 1930 
pene the London Building Act, 1894, but 
it contains no new provision in respect to the 
height of buildings. The height of buildings 
is still limited to 80 ft., but the County Coun- 
cil can, in certain circumstances, consent to 
a greater height. For the i". thereon, 
see section 52 of the Act of 1930. Lex. 
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THE BUILDING TRADE 


ESTIMATING: SOME HINTS AND DATA.—XV 


By J. R. TAYLOR. 


BUILDERS’ QUANTITIES. 


Ir is obvious that as quantities are neces- 
sary for the preparation of building esti- 
mates, if the architect does not have them 
prepared in proper form by a properly 
qualified surveyor, the builder must himself 
have them prepared in some form or other. 
It is also obvious that the greater the 
accuracy and the more nearly the builder’s 
quantities conform to standard type, the 
more closely he can estimate. The builder 
must either have somebody possessing the 
necessary skill in his direct employment 
or make use of the services of a free lance. 


These facts are so well known to builders - 


that there would be no need to state them 
here were it not that so many architects, 
and particularly those lacking wide experi 
ence, do not seem to be aware of them. J 
am unable to believe that architects are 
aware of how unfair it is to ask a number 
of builders to compete under such condi- 
tions as not only to put them to a good 
deal of avoidable expense, but so handi- 
capped as greatly to increase the risk of 
making serious mistakes. Yet that is 
exactly what an architect does who sends 
out plans and specifications returnable at 
short notice, with estimates too hastily 
arrived at to be reliable. In some few 
cases the client reaps an advantage from 
the builder’s mistakes, but it is an unfair 
advantage obtained by methods that can- 
not be defended. Further, though an in- 
dividual client may here and there obtain 
an unfair advantage, others euffer by rea- 
eon of the increased costs of building that 
are due to unproductive costs forced on the 
builder. The fact that the more exper- 
enced the builder is, and the higher his 
reputation stands, the more difficult it is 
to get close estimates from him, except 
when quantities are provided, should in 
itself convey a warning to those who desire 
good work and trouble-free jobs carried out 
at competitive prices. No estimator of ex- 
perience will put down as low a price against 
items in rough quantities as he would 
against similar items in quantities pre- 
pared by a qualified surveyor and forming 
part of the contract. 

The degree of accuracy and particularity 
that will mark the builder’s bills will, of 
course, largely depend on the amount of 


human if he did not make mistakes, and 
the very nature of the work makes ft in- 
evitable that they should, in the main, con- 
sist of errors of omission. To correct this 
tendency, such measurements as are taken 
should be a trifle full in almost every in- 
stance, except when deducting voids or 
wants. Pricing should follow the same path 
and be a littie higher than would be the 
ease for similar items in fine quantities. 
The form that the bill will take is also 
governed by the amount of time available, 
and one of the first things to give way is 
the boundary lines between the various 
trades. This should not be carried too 
far, and one means of avoiding it is to write 
out the bodies of the bills as read from 
plan and specification before any dimensions 
are taken. It‘is seldom that sufficient 
time is given to allow of taking off, abstract- 
ing and billing in proper form, and in 
consequence the danger of making mistakes 
is much increased, and anything -in the 
nature of a check is almost impossible. 
Large-size quantity paper of special ruling 
may be of great assistance if it contain 
three preliminary columns into which will 
go some of the dimensions that are not 
so simple as to be squared up men- 
tally; these may go into the first column. 
The second will receive the results obtained 
by squaring up these figures, as also the 
results of the sums done mentally. The 
third will contain the items that are to 
be numbered only. A short example may 
make this a little clearer, and is shown at 
the bottom of the page: Some of the 
heavier items requiring the taking-off of a 
considerable number of adds and deducts 
will have to go either on to loose sheets 
or on to the back of the previous page, 
the latter for choice, because they there 
form part of the permanent record. 


As a preliminary to al] other measurements, 
take of the building, the area 
measured over the walls at ground and 
successive floors, and make notes of these and 
of the heights floor to eaves and floor to floor. 
A tracing in clear is of great assistance in 
regard to these matters if it can be got out 
in advance by a junior. With the help of 
such a ag on which the estimator is at 
liberty to make any marking he wishes, the 
danger of omissions is reduced. 


in trenches and the brickwo 
course level. Take door 
ings before taking brickwork. Jf 
tracing is available as mentioned, mark on 
the perimeter of every room, : : 
this has been found, plastering ty walls 
cornices, picture mouldings and ings a 
mere matters of mental arithmetic For 
example, assume a room to be 19 by 
15 ft. by 9 ft. high floor to ceiling, and tha: 
it has a chimney breast projecting nine inches 
into the room. The noted perimeter will i. 
55 ft. 6 in., which, in pursuance of our poli 
of taking everything a little full, we «| 
56 ft. We forthwith take 504 ft. super of 
plastering, leaving any deductions to be dea; 
with by subtracting total area of window 
and twice the areas of inner doors for houses 
on throughout. We may follow with 
ft. of cornice and eight mitres, and cary 
these to second and third columns of quantity 
page. A glance at the window will 
perhaps show that 50 ft. of picture mould 
will be enough, and allowing four fest dedue. 
tion at fireplace and three feet at doorwiy 
we at once have 49 ft. of skirting, 


Short Cuts. 

. Many items are le of being arrived x 
by short cuts, but they should not be over. 
indulged in by the beginner, nor, for that 
matter, by the older hand, unless he is ver; 
much pressed for time. For instance, a smal 
house may be free from gables and be faced 
all round with the same quality of bricks 


Assume such a house to be 18 ft. high t 
soffit of overhanging eaves, and that the 
perimeter of the walls is 140 ft. Twice the 


in 


etc., without taking them separately. 1b 
same thing might apply where a house » 
rough-cast. A height of 18 ft. may lock 
too easy an pots but if we add foot, 
making it 19 ft. high, we still have an ey 
sum :— 


140 ft. —— multiplied 
t. eq 


by 9 140 yards super 
140 yards super 
Add one-ninth 16 yards super 

nearly 

Quite near enough for quantities of this 
will be the — yer s and the total. 

The perimeter of the chimney stalks will be 


taken in the same way, and the height » 


skill by his estimator, but perhaps Ignore the usual order of taking off and the lon side be used if they appear ™* 
even more largely on the amount of time deal with those matters that give intonation ciogiag seek And here may be seen t 
that can be given to their preparation. The and that can be repeatedly used first. For necessity for all these small extras thet 
vital point is that safety should take pre- instance, the collected d urse in run- taken when measuring. When we took of 
cedence of accuracy when time is so limited ning feet at various widths may be used for the damp-course we did not deal with oa 
that both cannot be ensured. Driven by arriving at the digging in foundations on a the chimneys, because it would have 
time, the estimator would be more than fairly level site, and also for the concrete stroyed the usefulness of the measureme=! 
SPECIMEN OF SPECIAL RULING TO QUANTITY PAPER FOR ROUGH QUANTITIES. HALF FULL{SIZE. 
| Yas. | Ft. | No. | 
27.6 275 Ni stead 
16.0 | 168 | coutaine results 
“plication simplified. In the first Tarmac ox Gly 
24.0 16 | in., per tom, 18 
82.0 738 § ft. 0 in. for balance. tin, 
49.0 | 3,280 
Sup. | Say yards sup. 3 in. Tarmac on Chipsex 
in and spar finish. 
90.0 amen Cartage to add. 
3) 169.0 | 82 Lin. | 9 by sconerete curs See Architect if 
same. pre cast. 
Here ha 
| figures. put straight in and the 
m full because 169 does 
1 ft. Gin. by 1 ft. 6 in. 
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when applied to foundations, and unless we 


written in a reminder at the outset we 


bad 

“he have forgotten it altogether, Errors 
ot are, when the work is 
jone by these’ rough-and-ready methods, 
hound to occur. 


The greatest time-saver of all is the ‘col- 
ected item with condensed description. I 
have known items in a bill of quantities sent 
out by an architect witha good practice to 
read as follows, and yet call for full fees in 
the summary 

Yds. sup. 7 by 3 floor joists at 15 in, centres 
and including 1j in. T. and G. floor boards. 

Yds. sup. ditto 9 by 3 and ditto, and add 
L. and P. three coats to ceilings under. 

Now, had the estimator done this himself 
he could price it because he would know 
whether hearths were or were not deducted. 
or partly deducted, and also whether the 
measurements taken were fine or full. In 
the second of these items it is fairly obvious 
that the areas will all really vary because the 
wall hold will have to be considered for the 
joists, the plastering will be carried under 
the hearths, and the floor boards will stop 
at the hearths. In the first item this may not 
apply because the ends of the joists are quite 
seaaiby carried on sleeper w: In pricing 
another man’s quantities the estimator has 
to take only what is written down, whereas 
when pricing his own, all sorts of smalj mat- 
ters may be implied that are not expressed. 
Had he taken these items the measurement 
would probably be a little full, but the 
mitred margins to hearths would be disre- 
garded, and thus appear to be, but not 
actually, ignored. 

Many other items lend themselves to col- 
lective treatment of this sort, a few of which 
might, if no effort were made to rate the 
trades, read something like the following : 

Yds, lin., 6in. drain. 

Yds. lin., ditto in concrete. 

Feet lin., 3 lead pipe on boards. 

Feet lin., ditto in roof and wrap. 

Feet lin., ditto in corridor and case. 

ve gua lead valleys and include boards 
and tilt. 

Feet lin., 6in. H.R. gutter, 7in. fascia, 
sprockets, tilt, eaves soffit 12 in. 

Feet lin., ditto to 9 in. eaves. 


Squares, 4 by 2 rafters, 1 in. boards, felt, 


counter, lathing, countess slating. 
Pay sup., 4 by 2° partition matched one 


Feet sup., ditto both. 

Much of this might entirely mislead an- 
other estimator, but be sufficient for one only 
desirous of the job if it can be obtained at a 
good price. It~is quite unsafe to set keen 
prices against such items, even when the 

iption is so extended as to follow closely 
that in the specification. 

T have dealt with the matter in this way 

use architects know that estimating can 
a ne in a hurry, and some of them act on 
rinciple that if it can be hurried it 
d be. To obtain the best results it 
never should be hurried if more than an ap- 
oe estimate is required. The best 
. can he said for it is that even quantities 
ken in this rough way offer a better method 
of arriving at the cost than does cubing. 


Sub-Contractors’ Estimates. 


.When quantities are not supplied and the 
ime for preparing the estimates is not suffi- 
“lent to allow of their being ly taken 
out, the builder who sublets some of the 
oe tas his difficulties much increased. 
ither he must take out proper quantities for 
pa sub-contractors to. priee, or he must send 
plan amd specification and thus 

lot of the time. Alternatively. 
ator may price everything, but if 

he must be fu ly markets 


in which he may do but little buying i 
whict 1 ying in the 
= mason work that 
steel constra t ider- 
able difficulty if the outside 
the usnal ron. 
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Similar remarks apply to special goods for 
which quotations from acturers or 
merchants are desirable if keen pricing is to 
be possible, With quantities already svail- 
able, the sending out vf the inquiries is a 
simple matter and is about the first thing 
the estimator does after he has read them 
through. But if he has to wait until he has 
done is taking off, there will as a rule be 
insufficient time available and he must then 
price at a rate that will cover. 


_ To conclude this part of my subject: the 
risks that the estimator cannot guard against 
are so many that he himself must not add to 
their number, and his motto should be 
safety firs’ ” 


WORKMEN'S 


COMPENSATION 


ALTERNATIVE PROCEEDINGS. 


An important decision of the House of 
Lords under the Workmen’s Compensation 
Act is briefly reported in the Weekly Notes, 
May 2, in the case Kinneil Cannel and 
Coking Coal Co., Ltd., v. Sneddon or Wad- 
dell. Under section 29 (1) of the Act of 
1925 it is provided that when the omy 
caused by the personal negligence or ul 
act of the employer or of some person for 
whose act or default the employer is re- 
sponsible, nothing in the Act shall affect any 
civil liability of the employer, but in that 
case the workman may at his option either 
claim msation under the Act or take 
proceedings independently of the Act, “‘ but the 
employer shall not be liable to pay compense- 
tion for injury to a workman by accident 
arising out of and in the course of the em- 
ployment both independently of and also 

The facts of the case were that a work- 
man in the employ of the respondents had 
lost his life by an accident arising out of 
and in the course of his employment, leaving 
a wife and “two children and also a stepson, 
also a dependant (see section 4 (5), entitled 
to take proceedings under the Act (see sec- 
tion 48 (3)). 

The widow on behalf of herself and the 
two children took ings not under the 
Act, but to enforce her common law remedy, 
but the stepson, a person not entitled to the 
common law remedy, after these proceedings 
had been instituted, claimed compensation and 
took proceedings under the Workmen’s Com- 

nsation Act, and in 

the respondents paid into court £600, 
hm maximum compensation payable under 
the Act. 

In the widow’s action the employers raised 
the defence that, having paid into court the 
maximum compensation payable in the step- 
son’s claim, they were not liable im the pro- 
ceedings brought inde ndently of the Act, 
as they were not liable in two independent 
proceedings under section 29 (1). 

e House of Lords held that this conten- 
Pina not well founded; the words used 
in the section applied only to cases where 
the proceedings were taken by the same per- 
ied only where the workman pro- 
ceeding under the Act had the option of pro- 
ing either under the Act or at common 
ut the claims of the widow and 

‘ ing at common law could not 
act of someone, such as 
who possessed no 
right to the 

The contention of the employers was 
founded on a certain um in the cases 


2 K.B. 61) and Bennett +. Whitehead (1926, 
KB. 300; The Builder, September 24, 
1926), which the House of Lords disapproved. 


¢. John Mowlem and Co, Ltd. (1914, - 


NATIONAL FEDERA- 
TION OF HOUSE 
BUILDERS 


Tue National Federation of House Builders 
have held their half-yearly conference at 
Cheltenham. An important part of the pro- 
ceedings was a resolution calling upon the 
Government to cease all housing subsidies 
except those for slum clearance. "The resolu- 
tion declared that the Act of 1924 would 
entail a liability of £200,000,000 in five years’ 

ration, and would not provide houses for 
le who required them most. 

The Federation also asked in effect that a 
means test should be applied to all tenants of 
existing municipal houses, and only those be 
allowed to remain who are not in @ position to 
house themselves without the assistance of a 
subsidy. 

One member expressed the belief that 
private enterprise, without State-subsidised 
competition, could provide all the houses 


required. 

“The President (Mr. T, Dalton, of Coventry} 
stated that, whereas in the last three years 
local authorities had erected 168,412 houses, 
private enterprise had put up 396,917, 

It was stated that the Federation's mani- 
festo on housing in relation to national 
economy had been sent to every member of 
Parliament, and that Mr. Neville Chamber- 
lain had replied that at the moment he could 
say no more than that every aspect of the 
housing question was receiving the closest 
attention. 


BUILDING TRADES’ 
DIRECTORY 


Issvzp by Kelly's Directories, Ltd., from 
186, Strand, W.C.2, the “Directory of the 
Building Trades” makes ai we 
reappearance, being the 18th edition for a 
Directory provedly invaluable to the 
architectural] and building world. This 
Directory covers England, Scotland and 
Wales, and in addition to the names of 
upwards of 20,000 builders, it gives also 
the names of those engaged in the various 


allied professions and trades, such as 
builders in concrete, plumbers, glaziers, 
gasfitters, sanitary enginéers, architects, 


land and estate agents, surveyors, efc., and 
of manufacturers and suppliers of the 
different articles and materials used. The 
book comprises/—(1) A Places Section, 
which gives the names for each county, 
arranged alphabetically under the towns 
and villages, also such details as popula- 
tion, early closing and market days for 
each place; (2) an Alphabetical Trades 
Classification for the London Postal Dis- 
trict, with the names (ahd addresses) 
arranged alphabetically under each trade; 
() a similar Trades Classification for the 
rest of England, Scotland and Wales, with 
the names (und addresses) arranged 
alphabetically under each trade. There 
is also an extensive section giving in 
alphabetical order a list of branded articles 


and specialities used in the building trade, 


together with the names and addresses of 
the manufacturers, also (often required) 
of the principal officers of the Metropolitan 
Boroughs, and lists of the county, borough 
and U.D.C. and &.D.C. surveyors are other 
useful sections. The price 

50s, net, 


the book i 
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the Building Department of the 
Battersea. 


—ExrTens1ons.—Extensions are to 


Battersea, S.W.11. The architects are Messrs. 
and K. G. Withers, 50, Cannon-street, 
.C.4, and the contractors are Messrs. C. P. 


Roberts & Co., Lid., 31, High Holborn, 
W.C. 


workers, -» 76, White Lion-street, 


NVERSION.—Messrs. Penty 
& Farrar, 57, Brunswick-square, Hove, are 
the architects for Messrs. M. & A. Hess, Lid.. 
61, Golden-lane, E.C., for the conversion of 
a warehouse at 32, Tyers-gateway. 
and 
additions are being made at 142-3, High- 
street, Bromley, for = branch of Messrs. 


e is being erected in Archer-street by 
Mr. Walter Rands, builder, Hi , to the 


The constructional steelwork is 
supplied by Messrs. Young and Co., 
6, Queen Anne’s-gate, Westminster, 8.W.1. 
.—Apprrions.—Alterations and ad- 
ditions are to be carried out at 43-45, High- 
street, don. The architects are Messrs. 
Gordon and Gordon, Finsbury House, Blom- 
field-street, E.C., and the Salter are Messrs. 
Grace and Marsh, Lid., New Bridge Works, 
Waddon, Croydon. 
Groydon.—Premises.—Developments are in 
ge for the erection of a number of new 
hes in various districts. Plans have 
been prepared by the South Suburban Co- 
operative Society, Ltd., London-road. 
road.— Sn 


Mr. 


ors.—To the plans of © 


Messrs. North, Robin and Wilsdon, Towns- 
end 8.W.1, Messrs. 


and Son, architects, 214, Bishopsgate, 
E.C.2, have prepared plans for Barclays Bank, 
Ltd., for rebuilding 121 and 133, Eltham 
High-street. The builders are Messrs. James 
Smith and Sons (Norwood), Ltd., Carmichael- 
road, 8.E.25. 

E. N. Smail- 
wood, 26-30, Tavistock-place, W.C.1, has sub- 
mitted to the Woolwich B.C. plans on behalf 
of Express Dairy Co, Ltd., for rebuilding 
82 and 84, Eltham —— 

Eltham.—Sration.—Plans have been re- 
ceived by the Woolwich B.C. from Messrs. 
G. E. Wallis and Sons, on behalf of the 
Southern Railway for new station buildings 
and drainage at Eltham (Well Hall) Station. 

Golders Green.—Anrcape.—The Universal 
Shopfitting Co., Ltd., Kangley Bridge-road, 
8.E.26, has secured the contract for con- 
structing a new arcade to Messrs. Our Sons. 
Ltd., newly-acquired premises at 97, Golders 
Green-road. 

: Wick.—Tracx.-—It is proposed to 
erect a new dog-racing track, together with 
stands and other adjuncts, for the Hackney 
Wick Stadium, Ltd. 

Hammersmith.—Exrenstons. — Extensions 


ises of Messrs. J. Lyons and Co., Ltd., 
ba Rannock-road, W.6, Plans are by the 
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lowered, the elevation otherwise will be 
altered as little as ible. 
Mile-End-road.— Apprrions.—Plans 


been Me. od, 
Hous, Cranbrook: 
road, Ilford, for the erection of additions 


the stores of Messrs. Wickhams (C. Barker 
Léd., Mile End-road, E. The contract w 
be carried out by Messrs. Baker, Hammond 
& Laver, Lid., New-road Works, Rainham, 
and the steelwork by the Aston Construction 
Co., Lid. 

Mitcham.—Hovsrs.—Plans have been pre- 
pared for 350 houses on the Stamford estate. 
The builders are Messrs. Wates, Lid., 668, 
Streatham High-road, 8.W.16, who have pre- 
pared their own plans. 


architect 
to the G.W.R. Co. has applied to the Pad- 
dington Council for erection of a garage ad- 
dition in Waverley-road and Brindley-street. 
.—Fiats.—Plans have been 
received the B.C. from Mr. E. Stanley 
Ties, of the Metropolitan Railway Surplus 
Lands Committee, Baker-street Station, 
N.W.1, for consent te che erection of a block 
of flats on site of 3 and 4, Bouverie-street, 
next to Market-street. No building contract 
has yet been placed. 
Steward has submitted plans to the B.C. for 
consent to the erection of a block of houses 
on the north side of Clifton-gardens, between 
on the Paddington estate. 
ndergroun ly. Co. are proposing to 
rebuild Sloane-square station. 
Tottenham. — Buriprxnc. — The Prince of 
Wales’s General Hospital, Tottenham, N.15, 
is to have new out-patient and casualty de- 
partments. The quantities are by Mr. C. E. 
— F.R.1.B.A., 34, Finsbury-square, 
Tottenham.—Darry.—For the London Co- 
operative Society, of Maryland-street, Strat- 
ford, E.15, is to be erected in High-road. 
The Society’s own architect, Mr. Hulbert, 
has ' the plans, and the building 
work will be carried out by the Building De- 
riment, whose offices are at Gladding-road, 
anor Park, E.12. 
Wardour-street.—Atrerations. — Messrs. 
Hall, Beddall and Co., Ltd., of Pitfield 
Wharf, Waterloo Bridge, S.E.1, have se- 
cured the contract for carrying out altera- 
tions at “‘ The Duke of Wellington ’’ public- 
house, Wardour-street, W.1. for Messrs. Wim. 
Younger and Co., Ltd. The architects are 
Messrs. John §. Quilter and Son, 3, St. 
James’s-street, S.W.1. 
to be 
erected at the corner of Whitfield-street and 
Pe W.1, for the Marsham Tyre 
-, Charlotte-street, W.1. Plans have 
been prepared by Messrs. Waite & Waite, 15, 
Great Castle-street, W.1, and the work will 
be carried out by Messrs. Griggs & Son, Ltd., 
100, Victoria-street, 8. W.1. 
Halse and 
Sons, Ltd., 95, Shaftesbury-avenue, W.1, are 
contractors for a building on the site between 
8 and 13, Church-street, Woolwich. 
fu an . P.. Figgis, 9, Old-square 
Lincoin’s Inn, W.C.2, are the architects, and 
Messrs. Thomas & Edge, Ltd., 4, Eaton- 
road, Woolwich, the builders, for extensions 
to the Polytechnic. 


Builders’ Clerks. 

The 64th annual report of the Builders 
Clerks’ Benevolent Institution, with the rales 
of the Institution, has been issued from 34, 

ussell-square, W.C.1. The Institution re- 
ceived duri i 


president is Mr. G 
ent is r. Olan: 
(Messrs. & Hannen & Cubitts). 
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NEW CINEMAS 


Messrs. Satchwell 


ent-street, Glasgow. 


Birmingham.— 
architects, of 6, New-street, pdr 


have plans for a proposed new cinema  ; 


Small Heath, Bip. 


Kenton.—It is understood that syndicate 
—with which Mr, Frank Hammond 


Works, Victoria-road, N.W.10, is 


—proposes a cinema to seat 2,000, and com. 


bined café and ballroom, on a site at 


court-avenue. Plans have not 

mitted to Wealdstone U.D.C. 
» i ate com 
21, with capital of £2,000 in £1 
construct, equip, maintain and 
business of proprietors and 
theatres, etc. e direc 
Culkin, 94, Fenton-street, 
Culkin, 113, North-street 
Wm. E, Culkin and Co., Ltd), 


are 
Leeds, 
Leeds 


5 
ie 


(di 


engineers. The solicitor is Mr. J. B, 


mont, 21, Bond-street, Leeds. 
Malton.—The 


ume Fs 


ent of the Majestic 


Picture House, Church-street, Norton, pro 
pose to carry out structural alterations. 
Oswestry.—The T.C. has passed for 3 


cinema p on a site in 


Oswestry, for Messrs. J. 0. and BR. M. Jones, 


cinema proprietors, Cefn. 


The architect is 


Mr. Lionel A. G. Prichard, AR.IBA, 5, 


High-street and Wickham-lane has been sa- 
cessfully submitted by Messrs. Sykes & Pon- 
fret, the architects and surveyors, 8, Park- 
place, 8.E.9, to the Woolwich B.C. 

Plumstead.—Plans submitted by Mr. J. B. 


Farrugia, architect, Thomas-street, 
for alterations and additions to 


the 


Woolwich, 
Globe 


Cinema, Plumstead Common-road, Plumstead, 
have been approved by Woolwich B.C. 
Stockport.—Messrs. Thomas Collier & Sons, 


building contractors, 


Brown-street Works, 


Leigh, have successfully tendered for the 
erection of the superstructure for the new 


café, rsey-square, 


e 


Stockport. 
tect is Mr. William Thornley, LB.IBA. 
46a, Wallgate, Wigan. The estimated cost is 


£60,000. 


Swansea Valley.—A new cinema.in cor- 
junction with a welfare hall is proposed 3 
Gwaun-cae-Gurwen, a Swansea Valley mining 


township. It will ‘have seating 
tion for 950 


£15, 


le, and will cost approxi 
is understood that Mr. 


matel 
i .B.A., 194, Ystrad-rosd, 
David Mo an, L.R.LB oa 


Pentre-road, Rhondda, Glam., is 

tect. 
Woolwich.—Plans 

Clifford Aish, F.8.I., 


submitted by Mr. 
Bedford 


22, 
W.C.2, to the Woolwich B.C., for em 


to the Woolwich Empire, 


| Empire, Ltd., have been passed. 


Dovenby Hall Colony. 
The first section of Dovenby 


Defective Colony for the Counties of Camber 


land and Westmorland and the Ci 


lisle, near Cockermouth, was officiall 
on Thursday, October 1. The Colony 


for 60 patients each, comp!cte 


kitchen, electric lighting and power PS 


Farther additional blocks are 


and will be erected as the need EL 


architects for the scheme °° 


consists 
two blocks 


Morton & Sons, FF.RIB.A., 
Shields, and the consultinz a 
Ernest. Griffiths, Inst. ech.E. 
street, Liverpool. 


The 


NEW BUILDINDR 
~ 
Batterses.—Darny.—To be erected in 
Faleon-road for the London ve 
oe ae Society, Stratford. The plans are Mr. 
Hulbert and the work will be carried out by 
et Society. mingham. 
; ras Glasgow.—Plans have been Prepared for 
tee be erected at the mills of Messrs. Marriage, Mr. nye Singleton, 39, Kilpatrick-stree, 
G w, for a new super cinema to 
per cinema to be erected 
at Dumbarton-road, Whitcinch, Scotstoun, 
to plans John McKissach & Sons 
68, West Reg 
ei? 
architect, Mr. Lewis J. Gomme, L.R.1.B.A., h| 
Hudson-road Mills, Leeds. 
Gamden Town.—Garacr.—A new motor 
+ 
Diake, 
oornelds, Liverpool, ‘The cinema 18 to sea 
| Plumstead.—An application for consent to 
erect a cinema at the corner of Plumstead 
8.W.9, are erecting shops, etc. 
are to be carried out to the manufacturin 
staff architect, Cadby Hall, Kensington. at present of an ministrative 
fa King-street, W.0.—Apapration.—No, 43, accommodation for 80 patients 
quarters of the National Cheb, 1950, £1,827 1s. 3d.,from which £732 has been 
thee ae has been taken over by Messrs. Geo. onro, paid in annual pensions, £72 10s. in tempo- 
fees) Ltd, 41, King-street, W.C.2, for adaptation rary relief, and £50 put aside towards the 
252) 98 additional premises. Messrs. E. A. Shaw purchase for a presentation (at. £262 10s.) for 5 
bees Te & Partners, Surveyors, 4, Broad-oourt, Long the maintenance and education of orphans. A pars 
#«Aecre, W.C.2, are vesponsible for the plans. 
Se Se od No contract has yet been placed. It is under- Dale 
Saari) «= stood that while the ground floor will be 
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RATES OF WAGES IN THE BUILDING TRADE 


AS AND FROM. Ist FEBRUARY, 1931. 
{Every endeavour is made to ensure accuracy, but we cannot be responsible for errors.) 
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Leamington Sp .. 
Leicester . . 


Leighton Buzzard | 
Lichfield ......../ 


Littlehampton . 
Liverpool ........ 
Liandudnoe ...... 
Lendon—- 


Melton Constabie, . 
Melton Mowbray 

Merthyr Tydfil .. 
Middlesbrough .. 


Sheffield .......- 
Shrewsbury ...... 
| Sittingbourne .... 
Southampton .... 


Southend-on-Sea 


Stowmarket 


Stratiord-on-Avon 
Strond 


Sunderland ...... 
Swaffham........ 


Warwick ........ 
Wells (Norfolk) . 
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“The rate recognised National Aesociation of Plasterers, 
oe For Building Trade wage? 


and Cement Workers, a8 
Granolithlc ‘Sectiapd, see page 


from the Ist February, 1031, fs 1 
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| 
AS | | = 
Plas- Plum. | Pain- 
© Roberts, Jotners.| terers. Slaters,| “bers. | ters. jourers, 
1,64) us | is) in 
6s | 178 | 178 | 
1/3 1/3 1} 1/5}; 11} 
6 
4 1/4 i} 1) 1} 1/2 12 m, 
Banbury 1 1; 14 1/4 1/4 1/0} 12-15 m. 
Barnsley 1 i 1} i! 1/64 | 1/6 1/6} 1,2 Loughborough . | 
Fi | ilot| tiet| aie 1/2 | Lowentot 
1/5 | 1)6 | 1/5 1/53 1/63 | 4,53 | 1A Malvera... 
1/4 1/8 1/8 1; ig] 
Bexhill | 16 1,8 1,8 i/o i 1/63 | 1; Margate. ........ 
Birming: skiand..| 1/6 | 1/6 1/6 | é 1 1/6) 1)2 Matlock. ......... TE 
Bishop Auckland. . 6 1; 1/6 1/2 
1/6 1/64 | 1) | 1788 | 
1/5 | | 16 Newark | 
64 1/8 is {i Newbury ........ 
| 1/3 1/3 New Forest......) 1,3 
6 i's 1/5 1/0 Newport, Mon. . . 
1) 1) 1/2 Northampton 
ait Nottingham. .... . : 
1/2 1/2 10} | Nuneaton. ....... : 
2 1/2 1/2 16 1/2 Oakham ........ 
| 1/2 mo | 
1} 1/ Redcar ..........| 1 3 
| ay Retford ..... 
176} | Seffroa Walden’. || 
crewe .. 243 1/2 Sawbridgeworth . 
Cromer il Saxmundham ... ‘| 
| 10k | Sear 
1/64 | 172 Sevenoaks, .. if 
| tet | | ip 
} 1/2 Stockton-on-Tees. + 
| 2/3 Stoke-on-Trent 
if Stourbridge ......; 
4 & 
axeter . .. | i/o as 
Exmouth i;4 i js | ] 
Fakenham ......| 1/3 | 2 1,5 | | 1/0 
Folkestone 1/3 1 1; 1/3 1/3 1,3 1/2 Swindon see ws ; 
1/3 1/3 1; 1/6 1; 1 Tamworth, ....... 
Glossop... 1/6 1 1/54 | 1; | 1/4). Taunton .......+ 
Gloucester... 1754 | 175 | | ile | ale | 
Gosport: | | is | is | ils | ays | 
Grantham. .. .. eer 1/5 1/5 1;4 1;4 1/4 1; Tunbridge Wells 
Gt. Yarmouth... 1,4 1/6) | 1764] 1/64} 1/2 
Grimsby 1/64 | 1/6} 1/6t 1/4 1/4 1/0 Wakefield ...... 
Guildford... 1;/4 | 1/6} 1/64 | 1/64 Walsall 
Halifax... 4 1/64 | 1/4 1/4 1/4 ay Walsden ........ 
Harpenden 1} 1/6 1,6 18 Warminster . .... «| 4 
Harwich eae ly 1/4 1/4 1/3 1/3 1/3 
Hereford 1/43 | "3 1/3 1;3 1,3 | 
Herne Bay | | | | | | | 10 
3/48 | ays | | | 1/8 | 104 
13 | 1/33} 1) 1/0 Worksop .... 
Tele of Wight oon 1,3 1/3 1/5 1,5 Worthing ........ 
ich te ene 1/5 1/5 1/5 1; 1; 1/2 Wrexham. .....«..! 
i a 


wet 


ay 


it 
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For some 

ate advertised in this number. Certain conditions 
imposed in cases, such as that advertisers do not bi 


THE BUILDER. 


Those with an asterisk 
those in the following information are 
60 tha any tendon: 

and that deposits 


CONTRACTS, COMPETITIONS, &c. 


but not included in this List, see previous issues. 


some 
that a fair wages clause shall be observed, that no allowance will be made for tenders, 


The 


fF 


TL.: County 


BUILDING, PAINTING, 
LIGHTING, HEATING, etc. 


OCTOBER 12. 

Altofts. — Lavatories—Four —water-closets at 
Albert-ter., for U.D.C. T. H. Hailstone, 8. 

Arkiow.—Extensions—To existing hospital at 
Arkiow, new laundry and sanitary annexe, together 
with all incidental works, at Countess of Wickiow 
Memorial Hospital, for Council. E, M. Mur Ly, 
at engineer, 27, Molesworth-st., Dublin. 
Dep. 58. 


Briste!l.—tieating, etc.—At new public baths at 
ta Shirehampton, for T.C. Josiah Green, 
p. 


TL, £2 2s. 

Buckiawren.—Bungalow,—At Bucklawren, St. 
Martin’s. Higman & Taylor, architects, Barras. 

Dewsbury .— ses a -lane, 
er for C.B. Borough Architect and 
Surveyor. p. £1 1s. 

Dromore (Co. Down).—Houses.—14 kitchen houses 
at Gallows-st., for U.D.C. Hobart & 
architects, 120, Scottish Provident-bidgs., 
. Hebden —Oonveniences.—In Brid 
for U.DC. H. L. Bottomley, E. and 8. 

Liverpool.-Painting.—Interior at Belmont Insti- 
ee. Belmont-rd., for T.C. Land Steward and 

rveyor. 

offices and depot 
at Castle-st., for Taf Fechan Water Supply Board. 
R. 8. Griffiths & Partners, Board’s Architects, 
Tonypandy, Rhondda. Dep. £3 3s. 

Milltown.—Painting.—External to 58 houses at 
Milltown, County Dublin, for Irish Sailors’ and 
Soldiers’ Land Trust, 50-51, Upper Mount-st., 
Dublin. Secretary, Dublin. 

Newark.—Redecoration—Of certain premises at 
sewage disposal works, for Corporation. J. H. 


Clarke, BS. ‘ 
Newbridge .—Warehouse—For Jones «& 
Porter, Ltd, D. 


Houses.—20 


Man) 

J. Thomas, L.R.1.B.A., architect 
and surveyor, York-chambers, High-st., Blackwood, 
Mon. £2 2s. 

Nottis .—Dock.—Dock, warehouse, and other 
works in connection therewith at Trent-lane Wharf. 
Nottingham, for Trent Navigation Committee of 
TC. W. J. Board, T: Dep. 2s. 

‘ey.—Memorial Hall—For Trustees. J. & 
B. E. Evans, architects and surveyors, 42, Step- 
ney<t., Lianelly. Dep. £2 2s. 

car rk site, op’s-rd., for T.C. ie A. 
Cenk City E. and road £3 3s. 


water-carriage system in parish of Grappenhall, 
. E, and § 


for B.D.C. 
~——Painting.—On 102 houses in Richmond- 
drive estate, for U.D.C. 8. 


a t.—New joiners’ workshop 

at Corporation depot, Shirley, for C.B. B.E., 33, 
French-st, 

OCTOBER 13. 


arles-st 
Manchester.—Installation.—Electric lighting in- 


Wealdstone, Harrow, 


Branch, King 


staliation at New Moston bat it, 
Architect. Dep. £1 1s. ee 
——Houses—For the U.D.C. Clerk, 


Northfieet. 
Council Office. Dep. £5. 
South Shields.—Wiring —Electrica) wiring installa- 
tion in 23 flats at Tyne Dock, for C.B. J. Paton 
Watson, B.E. 

South Shieids.—Painting.—Interior of Infectious 
Diseases Hospital and caretaker’s lodge at East 
a for R.D.C. W. Welsh, surveyor and arohi- 


OCTOBER 14. 
Galway.—Houses.—12, at Galway, 
lors’ and Soldiers’ Land Trust. : 
50, Upper Mount-st., Dublin 


Gateshead.—Houses.—200 three-apariment  self- 
contained semi-detached houses; 62 four-apartment 
self-contained semi-detached houses; 32 five-apart- 
ment self-contained semi-detached houses at the 
a for C.B. F. H. Patterson, B.E. Dep. 


Glasgow.—Installation.—Electric Lighting instal- 
lations at (1) Sinclair-drive housing scheme, (2) 
Craighall re-housing scheme, and (3) Well- 
field-st. re-housing scheme, for T.C. General Mana- 
ger, Electricity Dept., 4, West Regent-st., €.2. 
Halifax.—Bungalows.—12 small bungalows, Nur- 
-lane, Rugby Mount site, for C.B. A. C. Tipple, 
BE. Crossley-si. Dep. £1 1s. 


for Irish 
rown, 
Dep. 


abbreviations :—Borough Surveyor, B.S.; Borough Engineer, B.E. ; 


ELECTRIC 


of a bona-fide tender unless stated to the 


i 
i 
t 


: Surveyor, : 


Surveyor, CS. ; 


Nottingham.—Dock.—Dock, warehouse and other 
works in connection therewith at Trent-lane Wharf, 
for Corporation. Engineer, Trent Navigation 
Department, Eastcroft, London-rd., Nottingham. 
Dep £2 2s. 

Swansea.—Houses.—On the Mayhill estate. Town 
Clerk, Guildhall. Dep. £3 3s. 


OCTOBER 15. 

Andover.—House.—On waterworks pumping sta- 
tion site, Smannell-rd., for T.C. Lemon & Blizard, 
Castle-lane, Southampton. Dep. £2 2s. 

Belfast.—Alterations—To premises of Saintfield 
Academy public elementary school, for Down County 
Regional E.C. C. J. Love, architect, 5, Wellington- 
inting —16 d 16 shops 

ow.—Painting.— ouses an 8 
Rumford-st. extension, for T.C. Stenhouse, T.C 

*Laindon—Combined Treatment Centre.—For the 
Essex C.C. C.A., County Hall, Chelmsford. Dep. 
£1 1s. (to the County Accountant), 

Near .—-Wiring.—In connection with in- 
Stallation of electric lighting in laundry residence, 
nurses’ residence and No. 1 Hospital, at Wadsley 
Mental Hospital, near Sheffield, for West Riding 
Mental Hospitals Board. W. E. H. Burton, Archi- 
tect and Engineer, West Riding Mental Hospitals 
Board Office, Wakefield. 

Southwell.—Painting.Cleaning and _ painting 
whole of steel water tower at Ollerton, for R.D.C. 
Sands & Walker, consulting engineers. Milton- 
chams., Milton-st., Nottingham. 

Wealdstone.—Centre.—Maternity and child wel- 
fare centre, in Elmwood-av., Kenton, for U_D.C. 
P. G. May, Acting Surveyor. Dep. £1. 


OCTOBER 16. 
.—Housing.—Tenders are invited for 


* the erection of 8 at West Down and 6 at Geor, 


ham, for R.D.C. Harold Hargreaves, Building 
Surveyor. Dep. £1 1s. each. : 
_Edinburgh.—Installation.—Installation of electric 
lighting and power in 112 houses and 2 shops at 
Niddrie Mains housing area; installation of electric 
lighting in 84 houses at Niddrie Mains housing 
area; installation of electric lighting and power 
in 46 houses and 2 shops at Niddrie Mains housing 
area; for T.C. A. Grierson, T.C. Dept £1 1s. each. 
Thrapston.—Houses.—Eight at Brigsteck and 6 
at Ringstead, for R.D. . A. Lea, architect, 
4, Market-hill, Huntingdon. Dep. £1 1s. 


OCTOBER 17. 


Dartford.—Decorations.—External of 161 houses 
Lowfield-st. housing estate, for 


Daventry.—Houses.—Of (a) 8 non-parlour type 
houses, and ({b) 2 parlour type houses at Byfield, 
for R.D.C. J. B. Williams, architect, The Moot 


Hall, Daventry. 
fencing at Oakhill-pk., for U.D.C. C. M. res, 
E. and 8. Dep. £1. : 
Fort William.—Honses,—66 in Alma-rd. Plantation 
site, for T.C. A. Forrester, B.S : 
Heretord.—Building.—Staircase, partitions, doors, 
etc., to Grosmont Village Hall. J. Cranston, Gros- 
mont, Hereford 
irkoaidy.—Houses.—Conversion of offices at 
Dysart into houses, for T.C. BS. ‘ 
Kirkealdy.—Exit—At Normand Memorial Hall, 
Dysart, for T.C. BS. 


OCTOBER 19. 

Church Stretton.—Conveniences.—In Lutwyche- 
rd., for U.D.C. E. J. Marsh, 8. Dep. £1 1s 

Rainhill.—Houses.—60, for staff of County Mental 
Hospital. Richard Owens & Son, architects, 3, 
Crosshall-st., Liverpool. ay 2s. 

Rotherham.—Houses.— ses of varied types 
in Bramley parish, for R.D.C. A .E. Lant, E. and 
8. Dep. £2 2s. _ 

Solihull.— Dwellings —32 type, at 
Damson-lane. for R.D.C. W. T. Orton, architect, 
86, New-st.. Birmingham. Dep. £1 1s. : 

Southport.—Houses.—116, on Guildford-rd. site, 
for C.B. A. E. Jackson, B.E. Dep. £1. : 

Wem.—Houses.—5 houses, together with laying 
of necessary sewer, water main. near 
recreation ground, for U.D.C. F. Morcom, 8. Dep. 


£1 Is. 
*Weymouth.—Electricity Showrooms, etc.—For 
the T.C. T.C., Municipal Offices. Dep. £2 2s. 
OCTOBER 2. 


Bournemouth.—Houses—136 on site known as 
Clingan’s Charity Land, Iford, for C.B. F. P. Dola- 
more, B.E. Dep. £3 3s. 

* Goodmayes.—(1) Additional buildings, (2) rein- 
forced concrete road, at the Mental Hospital. T.C., 
Town a West Ham, E.15. Dep. £1 (each 
contract). 


Pagham, Bogner Regis.—Telephone Exchange. — 
Por H.M.0.W. King 
Pp. 


London, 8.W.1. 
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Shardiow.—Insiallation domestic 
scheme, for Derbyshire 
Skinner, 
ssistance Mittee, 
Shemeid.—Houses.—44 
Manor estate 

W. 
Dep. £2. 

Shetheld.—Houses.—252  non- 

Shiregreen estate; part 3 (buildi 
Geo. Davies, F.RIBA, Oty 


OCTOBER 2, 


Bolton.—Shops. —Eight shopfronts 
ing, esiate, for TC. 
irector, Westminster nk-ch 
North. "Dep. £1 1s. Old Tals 
FLOUSES .—126 non-parlour houses 
Forge Hill Fields, off Enville-st., and 60 non-parke 
on Enville-st. site, together with new streets »». 
foul and storm water sewers, manholes, et ler 
T.C. F. Woodward, BS. Dep. £3%. 


OCTOBER 2%. 

“Canvey Isiand.—Temporary Practical 
tion Block—At the Council school, for en 
Architect, County Hall, Chelmster, 

Ss. 

Galuay.—F oundations.—Constructing 
and applying and erecting steel framework at p- 
posed new Training College, Galway, for Commi 
sioners of ag “4 Works. T. Cassedy, secretar 


*London, £.C.—Painting.— for 
H.M.O.W. Contracts Branch, King Charles« 
London, 8.W.1. Dep. £1 1s. 
Rainham.—Shop.—At High-st., for Gillinghs 
T.C. BS. Dep. £2 2s. - 
Rainham.—School.—Senior Council school at 
minster-rd., for Essex CC. Jno. Stuart, PRIBA 
County Architect, Chelmsford. Dep. £2 2s 
*Thundersiey.—Temporary Practical Insirectin 
Block.—At the Council school, for the Essex (( 
County Architect, County Hall, Chelmsford. De 


£1 1s. 
OCTOBER 2%. 


Offices 


Romford.—Additions and Alterations—To 
Nurses’ Home, for the Essex C.C. County Arh 
tect, County Hall, Chelmsford. Dep. £2 2. to the 
County Accountant 

Wednesbury.— Houses .—34 
Hydes-rd. site, for T.C. 


2s. 
*Wokingham (Berks).—Post Office.—Brection 
(second portion), for H.M.O.W. Contracts Brave), 
King Charles-st., London, 8.W.1. Dep. 


OCTOBER 2. 

x*Stone (Staffs).—Post Office.--For 
Contracts Branch, King Charles-st., London, 8¥. 
Dep. £1 1s. 


OCTOBER 29. 
).—Parcel Delivery Fo: 
Contracts Branch, King Charles-*. 
London, 8.W.1. Dep. 21 1s. 
NOVEMBER 3. 
.—Extension—To existing 0 
Tuberculosis Hospital, for Wilts 
T. Walker, County Architect, Trowbridge. 
£2 2s. 


NOVEMBER 11. 
.—Station.—An electric powet sists 
tribution system and waterworks plant for 
town of Tahta, for Ministry of 
rtment of Overseas Trade, %, 0 Queens 
S.W.1. (Ref. A.X. 11,09.) 


NO DATE. 
Halifax.—Cleaning.—Also decorating, St. 


non-parlour. type « 
A. Booth, BB. and § 


Church. Vicar, St. James’s Vicarage, 


river bank on Ga J. M. Watson. 

etion of St. Paul’s Church, Glass 

ere. R. A. Easdale & Son, A. hea 

chartered architects and surveyors, Coun 

Sia —Two at Old ier 

Worksop Co-operative Society. Ltd, 2 Basan 

architect and surveyor, Worksop. for ED 
Selby.—Houses.—28 off Fiaxley rd., 

Blenkinsopp & Scatchard, architects, 
*Stanmore, W —Public 

Johnson & Ebbs, 9a, High Street. 


MATERIALS, etc. 
OCTOBER 12. 


Hertford.—Granite, etc.—For T.C. BS and 
OCTOBER 15. 
i Tramva’ 
—Granite Paving Setts.—For 
Commitice of City Council. Chairman, Trames 
and Transport Committee. 
OCTOBER 17. 
Stockton-on-Tees.—Slag. Por TC, 
Wakeford, B.E. 19. 
Oldham.—Cement.—For C.B. and §, 
OCTOBER 2. 


Ar, Bate Dit 

—Timber, etc.—For and oust 
trict Mental Hospital, Argyll 
Steward. 


= 


in 
are med on receipt contrary. 
he tender, or the names of those willing to submit tenders, may be sent 1 
DS.; Town 
Engineer, E. 
‘ 
| 
Bedford. — Offices. — Offices, stores, workshops, 
cartsheds, etc., alterations to buildings, and inci- 
dental work at various Corporation Depots, for T.C. 
N. Greenshields. B.B. and S. Dep. £3 3s. ? 
Gleethorpes.—Extensions.—Laying of sewer in 
Queen’ gerade and Taylor’s-av.. and extension of 
ancil Offices, for U.D.C. L. W. Pye, E. and §. 


October 9, 1931 


NOVEMBER 2. 
singapore. — Pipes. — — Galvanised-iron _fitti 
cast-iron straight pipes galvanised wr t- 
wipes, Municipali . of Overseas 
trade, 35, Old Queen-st., 8, G.X.10721.) 


ENGINEERING, IRON AND STEEL. 


—Conversion.—Close schemes 
at Brinsley and South Wilford. for RD Stephen 
Mayian, EB. and . £2 2s. 


idening. —Road and bridge over Grand 
Canal at 12th lock on road from Lucan to Rath- 
coole, ied Dublin C.C. C.S., 11, Parnell-sq., Dublin. 


Dep. £1. 

Great Ouseburn.—Borehole.—Sinki a and 
testing for R.D.C. & Sim 
engineers, Victoria-st., Westminster. §.W.1. 


OCTOBER 13. : 
New Ross.—Filter.—Filter plant in steel and 
reinforced concrete at Dranagh reservoir and other 
contingent works in connection with New Ross 
waterworks, for U.D.C. Delap & Waller, 115, 
Grafton-st., Dublin. 

OCTOBER 14, 
Chester.—Extension.—Of sewage works, 
ter T.C. C. City 8S. Dep. £2 


OCTOBER 16. 
—Waterworks.—Installation of a _ water- 
Mazar. Department of Overseas 
Trade, %, Old Queen-st., London, 8.W.1. 
Covering of hot-water pi 
, Crescent-r Crum ‘er Corporation. 
“ Warbreck Howell, TC. 


OCTOBER 16. 
Eastry—Drainage—Two settlement tanks 
storm water tank, two filter beds, two humus Fe 
three sludge beds and a umping station, together 
with ar works, at Aylesham, for R.D.C. 
Taylor & Sons, Le Caxton House, Wea 
minster, 8.W.1. p. £5. , 


OCTOBER 17. 
which carries Valley-rd. and — 
site Bradford-canal, Ship Shi 
est Riding Surveyor 
ld. Dep. £1 
tion. Dr, H. B., 25, Victoria-st., 
8.W.1. Dep. £3 
aihtord— Reconstruction —0 —Of Walshford bridge, 
for wen Riding C.C. West Riding Surveyor, County 
Hall, Wakefield. Dep. £1. 


OCTOBER 19. 
Swing bridge over canal 
at Erskine Ferry, Old Kilpatrick, for C.C. 
Hoge. civil engineers, 17, Lynedoch- 


Shipston-on-Stour.— Reservoir. —Reservoir, and for 
laying of some six miles of 3-inch and 4-inch cast- 
ron pipe lines and incidental works from the 
reservoir to Halford, Oxhill and Whatcote, for 
RD.C. Dodd & Watson, MM-Inst C.E., Wellington 
House, Bennett’s-hill, Birmingham. Dep. £2. 

Steke-on-Trent.—Mains.—20-in. cast-iron main for 
total length of 2.680 yds., and 1,300 yds. of 30-in. 
cast-iron main, between Trent Vale and Strongford, 
together with hatch boxes, mattholes, concrete piers 
and other incidental. worke, for City..(ouncil.: 

Engineer, Leek-rd. Dep. £5 5s. 


“OCTOBER 22. 
— Barrage.— Barrage near 
ridge Galloway Water 
exander Gi a Queen nne’s 
Lodge, Westminster, 8.W.1. Dep. £5 58 


OCTOBER 26. 
i Koussieh.—Water Supply Works.—At the town of 
involving (a) the construction of a 
— ‘to house the machinery for raising the 
ot om an artesian well and to serve as founda- 
tion for a water tower; (b) installation of a 30-h.p. 


| combustion a pump 


the well; (dy (d) = h 
head we rs 
afieman well of steel piping w 


betwen the motor and ari 


on & steel tower; (h) the piping for for 
Water tower and the and the 
for the ‘ta: the of 


he 
London 
to "Gain by October 26 


NOVEMBER 7. 


tg of extension 
neer, 


DECEMBER 1. 
Water Supply «For pe Att power station, for 
idency, Egypt. 


femme cial ry 
London, 8.W.1. 
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accessories, for Publi Ww. 


ROAD, SEWERAGE, AND WATER 


WORKS. 

OCTOBER 12. 
Brentiord and — Sewer. — Roads and 
sewers on site new burial ground, Great 


Chertsey-rd. and Star 4 
E. Willie, E. and 8. at 
Brentford and Chisaiok. —Completion of 
roads ~ site eme, Syon estate, 
or U 
E. and 8. Dep. £2. 
ers truction of 9-i 

ware sewers, manholes, etc., from ~ 
Oak-grove, Poynton-with-Worth, for R.D.C. J. H. 
Walters, E. and §&., Moody-chams., Moody-st., 


Congleton. 

.—Tarspraying.—Tars > 

ay’ ing-up. — meen’s-rd., 
H. Cowen, E, Dep. "22 2s 
Making-up—Of ‘Beech-ay. (part 

of), Juniper-td., Claremont-rd., Phillimore-rd. 
(second part), Monastery- rd, (part of), Chessel-av. 
(part of), Lansdowne-rd., South Mill- 
rd., for C.B. we French-st. Dep. 10s 10s. 6d, 


OCTOBER 13. 

Cardif. — Making-up. — Maindy-rd., Gelligaer-st., 
Gelligaer-gdns., Rhigos-gdns., Pentyrch-st., Lian- 
trisant-st., Minister-st., Cosmeston-lane, Gelligaer- 
lane, Rhigos-lanes, St. "Mark’s-av., St. Mark’s-gdns. 
and nga Branch-lane West, for T.C. Cit 

Esher the The 
Avenue, for U.D.C 

Fite.—Road. th in 
with Kincardine-on-Forth bridge, for Joint Com- 
mittee of County. Councils of Fife, Stirling and 
Clackmannan. t Alexander Gibb & Partners, 
Anne’s Lodge, Westminster, S.W. Dep. 


Golear.—-Reconstruction—Of Ramsden-st., Rye- 
field-rd. and Tayior-st., for U.D.C. L. Lunn, clerk. 

Kent.— Roads. nstraction of a new highway 
80 ft. width with 30 ft. (all concreie) carri eway 
from the Canterbury-Whitstable-rd., at Wraik 
hill, Whitstable, to join with the Horne 
a. A291, at Eddington-Herne Bay, a distance 
of 5.4 miles. Also the construction of a reinforced 


concrete pis over the Southern Railway at 
aed tstable, for Kent C.C. County Sur- 
veyor’s St . Peter-st., Maidstone. Dep. £20. 


DOOR 
GEAR 


P.C.HENDERSON 
4 
TANGENT WORKS 


BARKING - ESSEX 


| GRANGE WOOD 0247 
PRIVATE BRANCH EXCHANGE 


Kent.—Roads.-Widening and improvement of 

1,43 of eection of Perry-st.. 

London-Folkestone-r 

CS., St. Peterst., Maid- 


road to Nackholt to anction of road Court-at- 
Street, Sellindge, for C.C. H. T. Chapman, C&., 
St. Peter-st., Maidstone. Dep. £12. 


Lanark.—Road.—Road construction work, ete., at 
— housing scheme, near Wilsontown, for os. 
C. Smith, loask and Town Pianning Dept., 

Hamel ton. 

Larkfleld.—Roads.—Widening and of 
approximately 3.67 miles for the section of the 
London-Folkestone-rd. from the junction of the toad 
to Offham to the junction of the West Malling-rd., 
—_ at Larkfield, for Kent C.C. CS., St. 

, Maidstone. Dep. £10. 

sions to water mains: Castleton-rd., 8-in. main for 
a distance of 60 yds.; Park-av., 4in. main for a 
distance of 120 yds. ; Dorothy- av., 4in. main for a 
distance of 50 yds., for U.D.C. “Ez. 


OCTOBER 4. 

Cheadle and Gatley.—Sewer.—1,756 yds. of 12 
sewer, and 1,614 yds, of %inch sewer, with neces- 
rary ‘manholes, ventilating shafts, flushing cham- 
hers, etc., in Wilmsiow-rd. and for 
UDC J. Wrest, E. and 8. Dep. £2 2s 
Dunbar.—Sewers—24 in. concrete sewer, with 
manholes and Pega incidental works, for T.C. 
B.S. Dep. £2 2s 


OCTOBER 15. 
C.B. J. Paton Watson, B £1 is 


OCTOBER 16. 


Rochester-av. and 
~*~ (part), for F.C. W. Law, CS. Dep. 
1s 


Stretford.Paving—In rock asphalte, 

of 22-44, Mellor-st., and alongside 22, Mellor. 
passage, rear of 100-156, Laceyt., and along- 

Lacay-s passage, rear of 197-209, 
Upper Choriton-rd., an “be 161, College-rd.; Lacy- 
st. foot 120, to Brunswick-st.) ; oe Moss- 
lane to George’s-rd.) 
lane feotpath (14 to 28); be 
of Station-rd.; Ruskin-rd.; for U.D.C 
S. Dep. £2 2s. 


p. 
OCTOBER 17. 
—Making-up.—Of new road at Hanworth. 
H. W. A. Carter, 8. 


OCTOBER 19. 
wa, odge-close, Lister-gdne. and Trinity-av., for 
Willis, BE. and’ 8. 


Feltham. 
for U.D.C. 


Penge.—Sewer.—60 yds. of 9-in. Mabe 
12in. glazed ge i in rley- 
8.E.19, tbe Longdin, 
Ss. Dep. £1 1s. 


Shanklin. — Making-up. — Collingwood-+td. a 
Albert-rd. far Cocks, B. 
a 


Wednesfield .—Mains.—Provision and laying com- 


lete of roximately 330 yds. of water service in 
one lengih in Merrills-lane, for U A. H. 8. 
Waters, E., 25, Temple-row, ‘Birmin 

OCTOBER 2. 


Making Buckle-lane, for 
UDC. W 

Northfleet.—Sewers.—2,530 lin. yds. of 2i-in. ana 
1,300 lin. yds. of 15-in. concrete sewer, includi 
necessary manholes and other details, for U.D. 
J. A. Mitchell, 8. Dep. 25. 


OCTOBER 2%. 


Bexley. — Making-up. — Churchfield-rd.. Welling ; 
Awliscombe-rd., Perc -rd., be 
Church- (part yhea er 


of), 
heath, for LDC. G. A. doy, § 
Bushey.—Sewer.— Reconstruction lane 


(part 1), Bushey Heath, kerbing 


and contingent works, for U E. Ryder, 
E. and 8. . £2 Ws. 
OCTOBER 22. 


—Also paving, onder 
portionment of Sedeaye and footways, together 

with incidental orks, of Chéviot-rd. and Thariby- 
rd., for Lambeth B.C. Osmond Oa\tlin, BE. Dep 


£1 Is. 

Hord. — Making Southview ogy and 
Loned ale-cres., tor B.E. and & Dep. £2 2s. 
Romford. — Making-up. -- Mariborough-d. {part), 
Eesex-rd. (parts 1 Forest-rd. (sewerage), 
Cross-rd. (sewerage), for UD. ¥. G. Beaumont, 
E. and &., 110, Market-pl. Dep. £2 2s. 


OCTOBER 2%. 


Herne —~Making-up-—Of Ivanhee-rd., for 
0.D.C, Warmicighion. E. and &. 


NOVEMBER 1. 
Crewe.—Making-up.—Varions streets, for TL. L. 
Reeves, B.E. and 8. Dep. £2 2s, 
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institute, St. Augustine’s-rd., Belvedere 

* Church Council, 
PROPOSED NEW BUILDINGS & OTHER WORKS Burgers Chore, 

434 owners taking the bility of commencing work re are Wealth ana 

tere * approved by the at the time of publication bave been com- :—Black Notley. 
menced. wiations: TC. for Town Council; U.D.C. for Urban District Council; R.D.C. for Rural Laindon, erection of conires a1 at 
District Council; for Education Committee; B.C. for Borough Council; P.C. for Parish Council; Assistance Committee recommend :—Romford 
for Ministry of Health; M.T. for Ministry Transport; C.B. for County Borough; B. of E. tution, repairs and alterations ip kitcar 
Wie eet Board of Education; M.W.B. for Metropolitan Water Board ; gg Surveyor, B.S. ; a oe ways Committee rec ine 
Engineer ; District DS ; C.: Town Clerk, T.C.; County of Overline bridge at 

County Surveyor. C.S.- Surveyor. S.: Engineer, ‘ alterations to boundaries at £120. 

Aberdeen.— Plans for new fish at Creydon.—C.B. received M.H. sanctions to £5,012 Qouyncil School, of additional te at £7 

ae Ae RS North Esplanade East. Architect, H. BE. A. Hal- for extension of steward’s stores and provision and ffornehurch Village Council School, ine 

Po ot a stead, Aberdeen. housing of disinfecting machine at Mayday-rd. crete foundations for enlargement at era con. 
—Keclesiastical Commissioners Hospital; £52,581 for 134 houses, Waddon estate, [Lansdowne-rd. Council Girls’ School, new Tilbury, 
E Pik ee proved plans for vicarage for St. Hilda’s Pari and £5,600 for additional settlement tanks, tc, at £110 partition, 
at £1,500. Plans by Diocesan Surveyor, R. Martin, Beddington Farm.—Electricity Commissioners sanc- Failsworth.—Lancashire C.C. propose ir 

Barking Town.— appro £400 for im- ing water works.—Nego progr m Wilkinson, F.R.I.B.A. 
: provements of pee baths concert hall.—Sanction obtain suitable sub-station site in Coombe-rd.—Shed Preston 


received from for £44,600, for 135 houses on at children’s home nursery school to be extended Rhea & Upcher, architects, 6 
ns for 


I 
1 
Upney Parm housing estate.—Sanction also received at £250.—Tenders to be invited for verandah at King-tt., prepared pl 
‘or enw schoo! Rod school, ic Feltham.—U.D.C.. approved :— ngalows, 
. (Brixton io inedon.—U.D.C. 
with swimming on Bypass-road, near Victoria-st., E.C., showroom extension, 76-78, Formby.—Council received from Public W, 


its junction with Ri Row ain orth End; F. M. Kirby, Horselydown-lane, 8.E.1,  yoan Commissioners loan of £6,613 for 
sanction wit owkey Rural Community iterations ‘and additions, Sir Robert Peel P.H.. providing public walks and pleasure 4 x 


Tamworth-rd.; H. Macintosh, East Croydon, 6 


Barrow-on-Soar.— Marsh, Lid., New ridge Works, 9 garages, Grand Ps 
Sath.—T.C. reported that had issued consent [d.. 41 garages, ‘Bert-rd. ; Smit & Co.. 36, Winter. 110, West Regent-si. Architect, J. Taylor, 2 
to appropriation of site of “ Full Moon Hotel” for gag houses and ‘hats, range-rd.; Account- West Regont-st. 
electricity purposes. ing & lating Co,, Ltd., Aurelia-rd., workshop approved: H. L. Smith 
Sexiey-—Plans passed :—55 houses, ‘lane, extension, Aurelia-rd.; Bryce, Ltd., 190, London-rd., houses at Ascot-rd., Dagnall Bros.: 
H. G. Cooper; 20 houses, 6 Hackbridge, factory addition, Purley-way ; Corpora- Congregational Sunday school at 7 ya 
rd., Peck & Flower; 8 houses, £ A Bows fens, tion, 136 houses, Waddon housing site and Waddon Trustees of the Congregational Church. 
Welling, —. Miles; layout, 78 houses, Nursery-ay, Waterworks; 1. Markwick & Co. Stafford-rd., approved: 14 bungalows, Nor 
and Woolwich-rd., ‘Bexleyhea eath, Cox Bros. Croydon, houses Oak- T. a 
Birkenhead.—Woolfall Eccles, F.R.LB.A., ayes ‘on.— spend 
Castle-st., Live , architects for additions or garages, Croydon-rd.; Marsh & Sons, Westow-hill, on repairs to houses at Botwell. 


Beechwood,” Park-rd. North, to §.E.19, alterations and j Norwood Cotta Hayes.—U.D.C. roved :—70 houses, Dorchester. 
home for General Bovpital Hospital, Hermitage-rd.; F. Fowles, 65, Sunnybank, T. Warren; revised 


type 

Bi —P.AL. wary at © houses, Davidson-rd. ; i it H. Martin, 13, Grant-rd 16 houses and drainage, Northfield Park estate, 
Western Institution, Architects, additions, 33-34, Havelock-rd.; T. E. W. Grant, Unit Construction Co.; 5 shops, High-rd., Taylor 
Martin & Martin & W. H. Ward, L.R.1.B.A., 106, Buckingham-t., W.C.2, parish hall, Kingsley-rd oodrow, Ltd.; layout plan, 166 houses, section 


Colmore-1 ow. Gordon & Gordon, Finsbury. House, dat. Grange estate, Taylor Woodrow, Ltd.; 6 honses 
alterations and additions, 43-45, High-st. ; 
of Parish Church propose church extension to workshop. 10 Jenkins 12 houses, Shaftesbory- 
Birstall.—P for Taylor, Yeilding & Hemel Hempstead.—R.D.C. have, subject 
Co., Lid. sound chamber at Comtridae Ministry's sanction, land for houses at King’: 
“B. plane fe for alterations honses, W. and Waddon Court: to erect house at sewage 
to laundry at "Queen's Park tds J. Cronk & Sons, Ltd., West-way, 6 garages, works for the manager. 


ospital 5 and 29, Bennetts-way, 45, 66, 84 and 86, West-wa 
Setiure—E electricity sub-station, v5 Heskin.—Vicar, Rev. T. B. Heaton, and Parochis) 
Jardine-st E. R. Pierson, Wakehurst-rd., Council of Wrightington Parish Church, Heskn. 
“Committee ash-house houses and rages, J near Chorley, proposing Sunday school, Plans 
of Lum-st. Gas Works. Russell Brown, gong te Office, West-way, garag by J. Greaves Scholes, architect, 25, Richmond- 
ane Shirloy-va way and Bastway; F. H. Willcocks, 51, Blackburn 


av., 16 houses, pirehanger and Howard. Hinckley—B.D.C. to build houses on Gravel Pi 


. a Gr rm estate—It is proposed to build 17 houses st 
Bootle.—T.C. propose 60 houses in March-lane rds; Grace é itt. How Bridge-works, Parl Shilton. to erection of 
Py 30 houses in Bulwer-st. B. J. Woolfenden, Derby —E.C. received sanction io following loans: rlour two-bedroomed houses in Brotese. 
The Mulcott Belti Co Lid., Cutler  Techmical laboratory additions £5,650, and John-st. rwell Council decided to make _—,. oy 
Heigh Dudley Hill, proposing extension: School site £1.100.—B. of E. has notified that  M.H. for sanction to borrow £7.150.— 
proposi revised accommodation of Allenton temporary 4 houses, Nuneaton-lane, Higham, L. 
Cawkwell, Cairn- Council school has been fixed at pavilion, Earl Shilton, Earl 
Srampton.—R. ttee resolved Dewsbury.—C. approved : itehin.—U.D.C. approved: H anes, Ltd. 
to apply to M. it, £2,980 in Bridgest., vRavensi ihorpe. Nutleigh: grove estate —Clerk 
respect of 8 houses to be built at at Low-row by T.C. approved . Morgan, 6: houses at sanction of MH. to borrowing for W 
Brampton Pubic Uialty Society. Chevatier-rd. housing scheme: £3,610 for roads 
—T.0. oved: Alterations, 94-94a. Dublin.—Plans for 298 flats which Corporation sewers. 


Brighton.—T. 
London-rd., Bri hton ui Co-ope Soci sed to erect on Hanover-st. area are in iv —U.D.C. oved: 8 houses, 
Lid. ; 89, "Gave ands of Free State Ministry for Local Govern. yiewsar, for Isbell & Sell; 4 houses, 
ment and Public Health—Plans passed:—2 w.& M. Contractors ; 6 houses. 
Brighton and Hove Dental Hospital; licensed Dartmouth-rd. —_arlditions d  alterations—  Seilwood; 16 houses, Church-rd J. &. 
mises and flate, Marine- le and Oharles-st., McLaughlin & Harvey; Pembroke-gardens, 4 houses, Perceval-rd., for Haywards; 18, howes 
nd additions, Hi houses—Pembroke siate; Grand Canal quay. The Avenue, Ager & Baker; 11 houses, er 
alterations and additions, “ Beaufort” Hotel, Iterations and additions—Bolands, Ltd.; Balls. rd., H. & L. Pharoah; 10 houses, Hillviewsy. 
same “ Elephant and Castle,” Tamplin & Son’s tidge bank offices—Bank of freland: Howth- Cc. L. Ward; 24 houses, Staverton- "" ‘ 
Brewery (Brighton), Ltd. rd., alterations and additions—Presbyterian Bros.; 94 houses, Harwood-av., Smith fool 
Bromsgrove.—M.H. held into Church, 6 houses, Ravenscourt-grove, A. Hood; 


on of astbourne.—Corporation cbiained sanction to North-st. for Burrill & Son; 6 houses, 
Urban, Bromegrove Rural and Rural for central moter-coach station. for H. Patience; 31 houses, J 
District Councils for sanction to borrow £110,300 ~C.B. recommend nursery block at Pearce; 8 houses. Hornchurch-rd. 
for carrying out comb‘ned scheme of drainage for Children’s Home. Huntly ; 8 houses. Burn-way, F. Westland: 
Bromsgrove, North Bromsgrove, and portions of Edmenton.—U_.D.C. approved: H. Seymour Conch- Belmont-ay., A. E. Whichello; 6 ter-way. D. 7. 
parishes Stoke Prior, in Bromsgrove Rural and man & Sons, for a new road and 3 houses in Vic- av.. H. Bown; 4 houses, Mins ne, Hale ¢ 
rill. in Droitwich Rural areas, in toria-road, and Dunholme-rd.; Whitbread & Co.. Annerean; 4 houses, Slewins tis Raynor * 
accordance with plans submitted by Fiddian & alterations and additions, “ Diough and Harrow” Dennis; 8 ‘houses, Granton-aver "y. Towell; 6 
Deeley, engineers, Stourbridge. P.H., Town-rd.; H. Curnew, 6 houses and 4 Halli; 4_ houses, Ravenscourt-frove a: 6 houses. 
ee ©. received sanction from M.H. to garages in Ridge-av.; — Tufton, 33 houses, Ken- houses, Suttons-av. A. & C. La houses, Dever 
rrow £16,785 for 40 non-parlour type houses at  muir-gdns.; — Tufton, 50 houses, Ulster-edns.,  Minster-way, W. J. Standen; 
Pairteld C. A. Pilgrim, lay-out for 33 houses in St. Ed.  shire-rd., G. J. Luck; 6 houses, Blade; 4 houses. 
Ganneck—Holts Brewery Ltd.. Holtet., munds-rd.; Chamberlain & Willows, factory, Com. Mynott; 40 houses, Cecil-av.. 4 houses, Glebe 
Birmingham, propose rebuilding of “Turf Inn.” mercial-sd.; Townsend & Collins. ‘store building. way.’ W. & M. Contractors; €. § 
Plans by H. EF. & E. Dusmo Factory, Angel-rd.; Seymour Couchman & way, C. W. Ward; 12 houses, Stace & 00: 
Parmer, 4&L.R.1.B.A., 57, Colmore-row, Birming- 79 houses, "Munster and Kenmuir- 4 & Balstrode; 
nS. ; imbourne, 7 sh and 9 houses in 6 uses, reeval-ra., Grosvene 
Carlisie—R.D.C. to build 3 houses. Hertfe London Co-operative Society, for houses, Cecil-av., L. Todd; Jax 
Chester-le-Street.—Cowe & Lawson, A-R.LB.A.. shops and flats on the Oakthorpe estate; King & drive, T. A. Clark; 12 houses, De 


architects, Front-st., er-le-  Co., warehouse building, Bandacol works, Chiches.  & Deverail; 4 houses, Bruce-av.. Pope, is 
t, prepared plans for improvements to “Red ter-rd.: J. Singleton, lay-out of new roads and acceded to request of Essex 1 C. ool ‘a 


Lion inn, sewers and 60 houses in York-rd. and Yorkshire. Town Planning scheme site fo" sc 
Coaivitie.—Rev. gdns.; E. Boxell, 55 houses in Dorchester-av. Falis.—Council to apply to M.if. for 
new chorch of t. Saviour's. rehitects, approved:—new staff quarters, 8 houses. at Longfield-av.—-Permission 


Carthy, Collings Co, LL. RIBA. Contra Golf Cub House, Woodcote-pk., Royal Antomobile from to ereet 24 houses 
u ouses, Beech . Thorowgood; 8 ae 
shops with over, Limes state, Bast-st.. tects, 120, Alfred Gelder-st., have 


J. Dunning, E. and § Roll: houses, Wells Estate, Wells of plans in hand for Wesleyan 
n Mosley-av.. ‘Estate, Wells Estate (Rpsom). houses, Roform-place, Silver 


Erith.— U.D.C. approved semi-detached 14 hanses, 39 to 65. Crownfield- 


houses. Redonwelt estate. Bedonwell Hill. Relve- houses and garages, 26-4¢ 
“See also List of Contracts, Competitions. etc. dere, A. C. Gordon. ort & . G. Wicks; hall and . Glenny & Son, 6 houses. = 3% . 
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J garages, 9-16, 
F. 8. Russell, 17 


garages, 67-95 and 80- xy-ayv.; G. A. 
Son. showroom, Leonards-garage, High-rd. ; 
¢. J. Dawson, Son & Allardyce, alterations to 
operating block, King George Hospital; T. Anders, 
16 houses and garages, 150-168, Redbridge-lane : 
4. Smith, 7 houses, 1-13, Northwood-gardens, and 
3 houses, 130-134, Collinwood-gardens; Robinson 
addition and new lavatories, Seven Kings 
t, Ilford-lane; y & 
ma, Henley-rd.; Hammond & Miles, Ltd., altera- 
tions, 113, High-rd.; Holland Bros., 20 houses, 
9.40, South Park-ter. 
« .-Housing Committee decided to erect 
gi houses on Highfield estate. Plans by Borough 
Architect, E. G, Felgate, A.R.L.B.A. 
6 honses, Les- 
jane. S, H. Br urst. 
"Kingston.—Taunton R.D.C, ed 
alterations and additions to Village Hall. } 
Lancaster.—Trustees of Centenary Congregational 
Chureh (Secretary, Mr. H. Garnett Kirkby) propose 


Sunday school. 


Leyton.-T.C. approved:—G, Coles, F.R.1.B.A., 
honse, Teesdale-rd.; W. Manders & Co., 8 houses, 
Overton-td.; H W. J. Wilson, 2 shops with 


dwelling accommodation over, 187 and 189, Francis- 


rd. 

Liverpool.—Additions to be made to buildings of 
Home for Epilepties (Harrison Home), Maghull. 
Plans by Shepheard & Bower, F.& A.RIBA., 
architects, Liderty-bidgs. and Bluecoat-chams., 
School-lane. 

Liverpool.—Estate Committee recommend that 
price of land on northeasterly side of Aigburth- 
rd. be transferred to Health Committee for p 
convenience.—Land on north side of Woolton- 
road, near its junction with Weodsorrell-rd. and 
Heathfield-rd., and forming part of site of Moss- 


itelane Council scheol, to be transferred to 
ramways and Electric Power and hting Com- 
mittee for electric  sub-station. ject to 


approval and sanction B.C. te arrange with con- 
tractors for the Abingdon-tead portable council 
school, now in course of erection, for addition of 
four classrooms with appropriate lavatory, etc., 
accommodation.—Site on south-east corner of Mose- 
pits-lane council school is to be offered te Tram- 
ways and Electric Power and hting Commit- 
tee, for electric sub-station—Application to be 
made to M.H. for sanction to borrow £6,778 for 

of site and premises of Emmanuel 

ool, Mill-rd. 

London (Battersea).—B.C. recommend £1,420 5s., 
for painting works on various housing estates.— 
BS. to carry out timber store shed at Culvert-rd. 
depot at 2300. 

Londen (Bermondsey).—B.C. recommend 29, 
for 1% flats, No. 4, Gilham’s-court area, and 
£2750 for land and houses at —— 
hithe-st—Council recommend estimate of General 
Manager of Works amounting to 2£1,54 13s. 5d. 
for reconstructing tunnel convenience.—Plans for 
Conneil for 24 flats, Rotherhithe-st.; 28 flats, 68- 

villas, i 
carried out by General Manager of sa gn 

London (City).—Corporation recomme 
for various te the Guildhall. 

London (Hackney).—B.C. re 
ing with Banister-st. area 


l and 2. 

London (Lambeth).—B.C. approved: J. Hancock, 
one-story Clapham-rd.; Clattons, devia- 
tion from approved plans — 
tion of four streets upon site abuttin . 
Wikeped. and | Barckays 
td. 


Empire House, St. Martins-le-Grand, 
tion, Qneen Victoria Seamen’s Rest, Jeremiah-st., 

» St. nard’s-rd.. B.14; ©. J. 
Sons, 12, Claremont-rd., mstone, addi- 
. adjoining 22, Emmett-st., B.14. 


Co. 
. Powis-st.; W. B. Wright, 118, 
Bitham-hill, Eltham, 8 houses, 13-27, Middle Park- 
, 1-3, Powis-st., Wool- 
4 


lid., additions, King’s Highway, Plumatead; Sykes 
Pomfret, 8, Bit am, 6 houses with 
Mottingham High-rd., Mettingham ; H. F. 
trott, 14, White Lion-st., Ts on behalf 
of alterations and addi ons, 19 and 21 
oolwi rrugia, > omas-st., 
Woolwich, on behalf of F. Saunders, motor show- 


Woolwich-rd., Woolwich; Pa 
Avery Hili-rd., Bitham.» 
alters, ery Hillrd., ag 
garages, nie 
erection of 


to 
Flaxton-rd., Plumstead, and 


tions, 35, Av 
137, Elt am 
Bittam 
Substations at 
Way-st., Fitham. 


Long Benton 
. houses at Forest Hall. 
Macclesfield. 
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Council to proceed with 100 
Park Brook, 
for housing 
Maidstone. . Burrowe & 
Shepway-av., 
and 13 honses, Bhepway: 
td., alterations at 
Manohester—P. Frankenstein & Sons 
chester), Ltd., Culceth-lane, Newton Heath, 
additions to works, Plans by A. Wins hi 
15, Great Ducie-st.—Cernbrook Brewery 
Co., Lid., Ellesmere-st., Cornbrook, propose ex- 
pried inn, Queen’s-rd. and 
erson-st., Miles Platting. i 
] lans sed for church hall 
Whinney Banks estate of England ond 
for alterations te St. John’s Hall, by Little Theatre 
Movement. 
permission for Isaac 
land at 


Mitcham.—U.D.C. granted 
Wilson to % on 

Neath.—E.C. pr new school at 
Park, at 24250. 

Newarkhill.—Lanarkshire Council are to erect 
other 12 honses at two sites in High-st. Architect, 
P. Smith, Council Offices, Clydesdale-st.. Hamilton. 

Newhaven.—U.D.C. approved: School buildings, 
Convent, Meeching Rijse. Godfrey Bros. 

Newquay.—U.D.C. appreved: Newquay Cottage 
Hospital, store and mortoary at hospital. 

Newton Abbot.—U.D.C. approved: Sub-station, 
Forde-rd., for Central cm ag Board; addition 
to Rutland Lodge, Knowles Hill-rd., W. Stephens. 

£3,947 for erection 

of nursery school in Silver-st.—Bus station pro- 

d in Bridge-st.—B.E. to revised 

or houses on Kettering-rd. site.—Plans passed: 12 

prise to petrol filling station, London-rd., F. & BE. 

den; extension to printing works, Wellington-st., 
Archer & Goodman. 

Nuneaton.—T.C. received sanction from MH. 
for borrowing £16,200 for 4 houses on Hill 
Top housing estate. 

propose extension, Water-sheddings 
school. 

Portiand.—U.D.C. inviting tenders for 20 houses. 

Pudeey.—R. Teale to build 20 houses at Owlcotes. 

Reigate.—T.C. approved: W. Farmer, three pairs 
of houses, Emlyn-rd., Redhill, €. D. Wellicome ; 
Vincent Hooper, cemetery lodge, Philanthropie-rd., 
Redhill, Corporation; International Tea Co., Ltd., 
garage, 5, High-st.. Reigate; C. Tatton Winter, 
alterations and additions, Constitutional Club, 
Warwick-rd., Redhill, for Lord Monson. 

Ripley.—U.D.C. propose 24 houses at £8,064 on 
land belonging to Butterley Co. G. W. Bird, 8. 

Rishton._-E.€. approved senior school to accom- 
modate 280 scholars. 

Romford.—R.D.C. approved: 6 houses Melsteck- 


SLIDING DOOR GEAR 


British Made. Phone 
HOP 
4108 


HOP 
4307 


L 
N 


ANI 
E 


MECH 


COBURN 
SYSTEM 


Latest Catalogue on Request. 


THE BRITISH TROLLEY 
TRACK CO., LTD. 
Orange Street, S.E.1. 


Agents Everywhere. 


av., Upminster, C. D. Todd; 4 houses, Melstock- 
av.. Upminster, L. EB. Dodd, houses, 
Tyerd., Upminster, H. W 
Meadow-way, Upminster, H. W. Wire; 6 houses, 
Corbets Tye-rd., Upminster, H. Aldr 
Shap.—U ing @ 
Field site. W. J. Parking, 8. 
Sherburn—B. Wilson, PASI, Highs, Tad- 
caster, is architect for rebuilding “ White Swan ” 
hotel for John Smith’s Tadcaster Brewery Co., 
Lid., at £3,000. 
Shoreham.—Remaining 14 acres of Backingham- 
- estate to be utihsed as housing estate by 


jddieton, Ltd., of Hove. 

—U.D.C,. passed: 8 houses, Church-st., 
Chalvey, J. W. Holdway; 6 houses and revised lay- 
out in Station-rd., Langley, W. W. Perry & Son; 
shop and living accommodation, High-st.. H. & G. 
Simmonds; showroom,  tc., Wiliamst.. H. 
Goddard; classrooms and new drainage at Actors’ 
Orphanage, Trustees; substation at Salt-hill, 
Electric Supply Co.; addition to “ Duke of Cam- 
bridge.” Chaivey, Uxbridge Brewery. 

Southend-on-Sea.—T.C. approved :—Sunday school, 
Fim-rd., Trustees of Wesley Charch; additions to 
schoolroom, 8t. Michael’s school, 198, Hadileigh-rd., 
Leigh, Rev. Mother Superior; alterations and 
additions, Beedell-av., “ Cinema,” Lonadon- 

—Fr ic . Newby -RIB.A, 
architect, 37, King-st., South Shields, prepared 
plans for shops in St. Luke’s-ter. 

Swinton.—Parochial Council of St. Michael's 
Church (Vicar, Rev. RB. W. EL. Bedford) propose 
building tower and entrance to church, Pians by 
Knight & Co., architects, Moorgate-st. Rotherham. 

T R.D.C. decided to make application 
to M.H. for 6 houses in Clifton Campvilie, 12 

Thornaby-on-Tees.—T.C. inviting tenders 
houses and sewerage works in connection. W. E 


xbridge.—Plans approved: ontague House, 
Uxbridge, new street and sewers, 9 housea, 4 


houses, W. 8. Try; Swakeleys-rd., Harefield. 5 
houses, R. O. McGown, Lid.; Long-lane, Hillingdon, 
lans for mertwary in 

.—BS. preparing p or 
Moat-rd.—Public Assistance Committee propose ex 

tensions to apf at Beacon Lodge. 
--T.C. approved:—12 houses, Clif- 
Roland-rd. 


i 1 

. H. Taylor; hall, class- 
room and lavatories, Woodford Union Church, 
J. H. Sheppard; 48 houses, Woodlands estate, 
Woodford New-rd.. J. & J. Dean; & houses, The 
Avenue, W. M. Edwards ; 140 houses, new road 
between Upper Walthamstow-rd. and Porest-rise, 
J. A. Tarry; 5 shops, Hoe-st.-bridge, Lee, Dickins 
& Co.; alterations, “County Arms,” Highams-pk., 
L. W. Davis; 7 houses, Byron-rd., F. C. Yelland. 

Walten.—R.D.C. Rere 8 houses. Plans by 
Holling & Jones, AA.R.1.B.A., Lioyd’s Bank-chams., 
Newcastle, Staffs. 

w -—Greenall, Whitley Co., 
brewers, given site at Stoc ; 
quarters for local branch of British Legion. 

Wellington (Salop).—-U.D.C. propose % non- 

lonr type howses on Slang-lane housing site. 
. Walker, E. and 8. 


West ‘oved :-—Parochia} 


H a 
Church Gama Carew, tion te cherch 
, Ashburn-st., Seaton Carew; J. J. Fox, 6 


henses, Wynnstay-gardens. 

Worcester.—H. & 151, Edmund-st.. 
Birmingham, civil ineers, for provision of boiler 
and boiler-house at General ¥, for Board 
of Management, at £3,950. 

Worthing.—M,H. held inquiry inte an a tion 

T.C. for — £135,450 for works 
of sewer and sewage disposal. 

Yeoull TC. decided to apply te M.H. for sanc- 
tion to raising £38,010 for 117 houses on Prestan- 


grove estate. 
York.—T.C. roved :—Tadecaster Tower Brewery 
‘a. Tanner-row ; 


Co., Ltd., additions, “ Grapes Hotel.” 
Corporation, 168 houses and 16 fiate, Heworth 
Grange estate. 


The “ Saville’ Theatre. 

The ‘‘ Saville’ Theatre, which we 
trated in our issue for September 4, and of 
which some further illustrations are given 
this week, is a notable advance in planning 
and construction so far as the amenities of 
the public are concerned. In addition to the 
main foyer, which is of more ample dimen- 
sions than usual, even in theatres of 
recent construction, there is a generously 

rtioned bar easily accessible from both 


_stalls and dress circle by several staircases. 


There is also a large salon, a new feature in 
theatre layout in this country, which ensures 
comfortable accommodation for the andience 
between acts. The experience, i . of 
theatre designing in other countries has been 
embodied in many features, and both archi- 
tects (Messrs. T. P. Bennett, F.R.IBA., 
and Son, with Mr. Bertie Crewe in consulta- 
tion) and contractors (Messrs. Gee, Walker 
and Slater) are to be on their 
achievement. 


we 


* 


& 


| | 
Parochi.: 
vampin. 6 houses, 9-19, Glendale-av.; V. & F. 
bassy- 
houses, 
ator, Ing 
kitchen 
Barking 
Big 
rue 
et Dur. : 
m & Co. 
ylor, 
as 
1 
at ak if] 5 
& 
|| 
a3 
43, N 
No. 543, Norwood-rd., to abut upon Chestnat-ra.; 
Scaffolding (Great Britain), Lid., storage ne ea 
at rear of Nos. 344-360, South Lambeth-rd.—Council 
to build convenience at St. John’s recreation ground, | ae 
Waterloo-rd.—St. Jude’s Church of England school, 
East Brixton, to be improved at £300. . ee 
London (Poplar).—B.C. approved :—D. H. Klaus- @ 
her. Finch-st., EB, building and drainage, new 
> 
Eng er: 44 Powie-st.. Whincop & 
i 
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PRICES CURRENT. OF MATERIALS.” 


Owing to the exceptional circumstances which prevail at the present time, prices of materials should be confirmed by inquiry 


BRICKS, &c. 
Per 1,000 Alongside, in River Thames 
up to London Bridge. 5 

Second Hard Stocks 18 6 
Per 1,000. Delivered at London Goods Stations. 

Flettons, at £ a. 
King’s Cross 211 Best Biue 

Do., groov: 9 6 0 

218 8} Bo. Bullnose 915 0 

Do., Bullnose 3 Bive Wire Cuts 7 5 0 

White urst Facing Bricks (delivered 
6 

Fire Brick :— 

GLazED Bricks— 

Best White D'bie Str’tch'rs 29 10 0 
Ivory and D’ble Headers...26 10 © 
Salt Glazed One Side and 
Stretcher ... 21 0 0 two Ends... 3010 0 

Headers ...... 20 10 Two Sides and 

Quoins, one End 3110 ¥ 
nose and 4}hin, Splays, 

Flats ......... 27 10 © Squints ... 28 0 0 
ig per 1,000 less than best. Cream 
8 e over white. Other colours. Hard 
Glaze £5 10s, extra over white. 
BREEZE CONCRETE SLABS. 
Delivered London. 
2in. per yd. 3 in. 
super su 2 

Thames Ballast 0 

mes Band 11 delivered 

Best Washed 11 | 2 miles 

{ in. Shingle for Ferro- radius 
in. Broken Brick ............ 

ve a area i 
m full van jeads, 


Standard Specification. Test £2 6 0 

39s. alongside at Vauxhall in 80-ton lots. — 

Ferrocrete per ton extra on above 

Ce hi Toof) 
per Cement ( Wa wo 

Ciment Fondu (F On Works) 

Romon Cement ...... 


Rest Ground Blue Lias Lime .................. 
Hair ..... 


Co GO COO CHEN & GQ OO 

ocoas 


tere 


good condition within three 

months carr. jd. 
Stourbridge Vireciay in s‘cks 378. Od. per ton at rly. dp, 


STONE, 
BaTH SToN®.—Delivered in railway trucks 
Westbourne Pad Cw. 
South Lambeth, G.W. &., perft.cube......... 2 10 
Besar Broce— 
Free on rail at Seaton Station per ft. cube 
Delivered free on rail Nine Elms, 8.R. 


ft. cube 


ximate size one way, id. per ded 
cubic foot extra +E selected approximately 
three sizes or special wor 
cubic foot extra, 
PoRTLAND STOXNE— 
Brown Whitbed, in random blocks of 20 ft, 
i. delivered in eo tracks at 


4 4 
White basebed, $4. per ft. cube extra. 


Notg.—ld. per ft. cube extra for every over 
20 ft. average, and 44. beyond 80 ft, re 
BLock— 
At Nine Elms, per ft. cube... 
Hoproxs- Woop 
P.O.R. Wirksworth, Der 
Random biocks from 10 ft. and over P. ft, 
Sawn three or four pebaeepiedbiiebnke 
York BLUE—Robin Hood 
Delivered at any Goods Station, 
sawn tee si 


311 


eo 


{random sizes) ...... 
in. to 2 in, ditto, ditto ............... 


4 


£2. gece 


13 
it 


in, 
2m, self-faced randota flags.........Per yd. super 


CAST STONE. 


Delivered in Landon loads, 
cube: Plain, Ss. 6d.; Moulded, Gils ids, od 


woob. 
GOOD BUILDING DEAL. 
Inches. per stan. Inches. per stin. 
3 x 19 0 
2) x 2 0 
3 x 19 0 
PLANED BOARDS. 
per sq. 
TOXGURD AND | MATCHING (BEST). 
FLOORING 
nec . | Inches. per 8q. 
ins. BATTENS. 4 SAWN LATHS. 4d. 
x2......per100ft. 2 3 Per bundle ..... 2.0 


1 INCH AND UP THICK. 


Average. pr 
Dry Austrian Wainscot, per ft. cubs.......... 
American andjor Japanese Figured 


0 
per ft. 012 0 
merican and jor Japanese D 
pes 010 9 
8q. edg onduras Ma n 
y -cut Honduras Mahogany, ft. 

Dey Teak, por 06 0 

American Whitewood, per ft. cube... 010 0 
Best Scotch Glue, per cwt. ... £410 Oto — 
Liquid Giue, per ewt, ......... 47 0t0 510 0 

in full truck to London Rate 
£ a. 

18 by 10 ...... 17 5 0 

1414 6 


Delivered at London rate stations in full truck loads 


of not less than 6 tons, Per 1,000. 
f.o.r. London 

Best machine-made tiles from Broseley 

Staffordshire district ................00.....5 £5 2 6 

hand-made ditto ............... 5 7 

Hip and valley tiles { Hand-made .,....... 0 9 6 

(per dozen) Machine-made ..... 
METALS. 

Joists, GIRDERS, &c., TO LONDON STATION, PER TON— 
B.S. Joists, cut and fitted.................. £12 10 0 

Stanc 1610 0 
In Roof Work ......... sdiienens 19 10 0 


MILD STEEL ROUNDS.—To London Station, per ton 
Diameter. £ d. Diameter. 8. d. 
1 in. to gin. 1015 0 
ROCGHuT-IRON TURES AND Frrrings— 
(Discount off List for lot of not less than £7 net value 
delivered direct from Works, 24 per cent. less above 
carriage forward, if sent from 


TUBES. Firtixes, FLANGES. 


Galv.steam 40 27 37 
*C.I.—Hatr-Rounp Gurrers—London Prices ex Works 


Per yd. in 6 ft. Angles and Sto 
944. 2 
134. 1 23d. 

*0.G. Gurrurs. 
1/0 10 2 
*RAIN-WATER PIPES, &c. 

Per yd. in 6ft. Pire. tock angles. 
in. 1 64 ijl 


d 8, d. 8. 
2 in. per yd. iné fte, 2 i 
+ $8: 89 


L.C.C, Coated DRAIN PiPES—London Prices ex Works 
nds, stock 


Bends, 
Pipe, angles, stock angles 
Sin. per yd. in Oft. lengths 
n. 43 
5 2 
1 2°22 6 3 9 0 
2.0 6 611 10 ii 
Gaskin for jointing 41/- per ewt, 
Per ton in Londen, 
Inoxn— £8. d, 
Commun bars ow 12 00 
Staffordshire Crown Bars 
Good merchant quality 1l 5 90 te 
Staffordshire Market 
Mild Steel Bars... 910 0 .. 8 
Steel Bars, Ferro-Concrete 
quality, basis price ..... 00 
oop iron, basis price......... 11 00 .. 298 
Soft Steel Sheets, Biack— 
sizes, to 20g. ... 1110 6 264 
Sheets Flat Best Soft Steel, C.R. and C.A. quality— 
Ordinary sizes, 6 ft. by 
2ft te 3 ft. to20¢....... 14410 0 
Ordinary sizes, 6 ft, 
2 tt. te 3 ft. to 22 g. 
SD, 45:20 16 10 0 
Ordinary sizes, 6 ft, 
2ft. to 3 ft. to 26 g....... 1810 0 .. Weed 
No, 1 quality £4 per ton extra. 
Fiat and Galvanised ted Sheets— 
Ordinary sizes 6 ft. to 
9 ft. to 20 g. ......... 1500. 609 
Ordinary sizes 6 f 
nary 
Sheets Galvanised Flat, Best quality— 
Best Soft Stee: § 
6 ft. by 2 ft. to 3 ft. to 
20 g. and thicker ......... 2010 0 .. 210 0 
Best Soft Steel Sheets. 
22 yg. and 24 2210 0 .. 210 
Best Soft 8 
Cut Ni tosin. 1800... 
(Under 3 in. usual trade extras. 
METAL Wrinpows.—Standard sizes, suitable for com- 
houses, including all fittings, —_ 


coats and delivery to job, average price 
ls. 4d. 


to 1s. 7d, per toot Super. 
LEAD, &c, 
(Delivered in London.) £s «4 
Leap—Sheet, English, 4 Ib. and up ............ 22 10 6 
Pipe in coils 23 00 
Com 
Worn.--Cousiry delivery, 20s. per ton extra; 


EE 


under 3 cwt. 3s. per cwt. extra, and over 8 


under 5 ewt., 1s. 6d. per cwt. Cut 
ewt, extra. xtra. 
lead, ex London area, 
COPPER. 
Seamless Copper tubes ( basis) per 
Strong sheet........- 
Copper nails...... 
pper wire 
PLUMBERS’ BRASS WORK. 


Delivered in London. 
River Parrern SorEw Down Bis Cocks, 
RON 


in. #in. Lin. 1pia. Zin. 
45/- 76/- 158/--246/- 510,~ per dos 
NEW leven PaTrERN SCREW Down Stor Cocks 439 


41)6 62/- 92/- 588 {- pet 
PATTERN ScREW DowN Main 
in. in. 1 in. 
116/6 per doz. 
Caps 
liin, 2in. 
23/- 30,-  42/- per dos. 
17j-. 29;- 63 /- per dos. 
spin. in 
Zin. 3 in. 3 
12/-. 20/- $1/- per doz. 
Yon IVER PATTERN Baw. Valves, 
in. 
98j- 162 /- 


lin. 1}in. 
LEAD P, & 8. Tuars wire CHAN 


S ibs. P.traps ... 33/- 41/- 
8 Ibs. 8. traps ... 35/ 


PAINTS, &c. 

Raw Linseed Oil, in pipes Per Gallon 
» indrums .. ~ 

in drums (10 galls.) 0 


White Lead. per ton 46 


than 5-cwt. casks. 


©The information given on cop 


oo aim fn this is to give, as far | 


prices materiale “pot necesserily the 
or lowest, Quality end quantity those 
Srices-e fact which should be remem 
who make use of this information. 


gee 
> 
+ 
UTES 
20 by 10...... 2017 6 | 
Grey Stone Lime ...................... 
a 
— ¢in. Over ¢in. Over A 
ne and jin. and fin.. 
Steel, Staffs. under. under. P 
Water ......... 53 40 424 50 52 
Seation, and’ Wasthouree rar 42 35 37 45 47 T 
ark, gas ... 59 37 35 37 45 47 i} 
¥ 
8d., Tinmen’s 9d., Blowpipe 10d. per 10. 
‘ 2 
2 
RIES = Delivered at any Goods Station, London. 
Lae. FS above R.W. Goods prices are subject to an 
sdvance ‘of 8% tom Octobe! 1920. 
© in, rubbed two sides, ditto ... L.C.C. CoarEp Soi Prrgs—London Prices ex Works, f 
x = = HS 4in. sawn two sides slabs (randc Bends, stock Branches. 
Pipe, angies, stock an 
34 


cee cc ck oP 


@ 


§ 


Cast plate is same price as rough rolled, 
VITA” 
= Do. do, 2 feet 


Do, over? 


Per 


$ feet 
$/l6in, Wired Georgian Design. Sizes to 


VARNISHES, &c. 


os 


z 
E 


a 


i 


ditto 


son 


The Advertiser’s B 
The issue now published is the forty-fifth 
amual edition of ‘‘The . Advertiser’s 
ABC.” In compiling it, we learn, the 
publishers have followed their usual 
practice and included information which 
as earned for it in the past the title of 
The Standard Advertisement Directory.” 
ists of publications have been 
thoroughly revised and brought up to date, 
a many changes have been recorded, 
. h at home and abroad. All the informa- 
‘on relating to mewspapers, ete., is 
‘pecially collected from the proprietors and 
publishers, and. other details from authori- 
— and responsible sources. In this 
He has been taken all possible care. In 
first section of the book are’ included 
pie of interest to advertieers, The 
wae Survey imeluded in the first 
edition has been repeated from the 1930 
deal by special request. Other articles 
tes with overseas trade, and the produc- 
modern advertising. The short 
Trade on the Law and Practice affecting 
Marks should be found both instruc- 


informative. The articles are 
of wed by a section containing examples 


advertising which, in eompari- 
man those ineluded in previous years, 
advertis: development and of 
fo> nearly half a century. 
the aan het. the beok is obtainable from 
T. B. Browne, Ltd., 163, 

Vietoria-street, E.C.4. 
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NEW BUILDINGS 
IN SCOTLAND 


The Editor would be glad to receive infor- 
mation for publication under this heading 
from architects, builders, or other persons 
concerned. Items should be received at 
Tue Buriper Office not later than Tuesday 
evening. 

and sections 
of the following proposed new buildings, etc., 
have been lodged at the office of the City 
Engineer :—Brook-street—shop and  lava- 
tories for the T.C.; Caird-avenue and 
Marryat-street—church for Trustees of U.F. 
Church of Scotland (continuing); Messrs. 
Allan and Friskin, architects, 26, Castle- 
street ; City-road—houses for the T.C.; City- 
square—shops and offices for the T.C.; Dens- 
brae and Todburn-lane—W.C.’s for Helen D. 
Bisset; Mr. Alexander Robertson, architect, 
18, Union-place; Mains Loan-—additions for 
the T.C.; Nesbitt-street—bungalow for Mr. 
Wm. Black; Mr. W. M. Patrick, architect, 
26, Yeaman-shore; Wellgate—alterations for 
Messrs. Henderson and Co.; Mr. W. M. 
Wilson, architect, 61, Meadowside; new 
streets on Baldovan estate—-Park-road exten- 
sion to Old Glamis-road, for Sir Herbert K. 
Ogilvy, Bart. 

Edinburgh.—Hovses.—The following war- 
rants were granted by the Edinburgh Dean of 
Guild Court :—J. 8, Charters—six houses 
at Corbiehall-avenue and Corbiehall-grove, 
Davidson's Mains; City—demolition at 195, 
Canongate; City—demolition and alterations 
at stick factory, etc., Craiglockhart Hospital ; 
City—demolition at 22-38. South Richmond- 
street, and 139a-159, Pleasance; Ford & 


Torrie—sixteen bungalows at Durham-terrace ; 
C. M‘Kendrick—six houses at Firhill Park, 
Colinton; Brown & Cossar—eight bungalows 
at avenue, 


Fort William.—Hovses.—The Town Coun- 
cil are inviting tenders for the erection of 
66 houses at Fort William. 


.—Buupme.—The Dean of Guild 
Court the following plans ;—Cor- 
ration Housing Department—to construct 
owling and tennis clubhouse at Hawthorn- 
street; Mount Florida Bowling Club-—new 
avilion at 69, Carmunnock-road ; Corporation 
ousing Department—houses at Wellfield- 
street and Haig-street; Church of Scotland 
General Trustees—reconstract church and 
halls of St. Bernard Church, Cumberland- 
street; North of Scotland Bank, Lid.—branch 
bank at Castlemilk-road, King’s Park. 


Kingussie. — Arrsnatiows. — The Town 
Council has agreed to request tenders for the 
amended scheme for improvements and altera- 
tions in the Victoria Public Hall from plans 
submitted by Mr. Chisholm, architect, Inver- 
ness, at an estimated cost of £1,360. 

FACULTY OF SURVEYORS OF 
SCOTLAND. 

The following awards have been made by 
the general examining board of this body in 
a competition open to employees of Fellows 
of the Faculty on suggestions for the improve- 
ment of the existing Modes of Measurement < 

Junior Grade.—1lst Prize ; James G. Lynn, 
Glasgow; 2nd Prize: Robert G. Barclay, 
Glasgow. 

Senior Grade.—Ist Prize : Geo. Foote, Glas- 
gow; 2nd Prize: Chas, R. N. Duncan, 
Glasgow. 


BUILDING TRADE WAGES IN SCOTLAND* 


The f are the present rates of wages in the building trade in the towns of 
Scotland. ery endeavour is made to ensure accuracy, but we cannot responsible for 
errors that may occur. 
Masons, layers. | toners. | Slaters. | bers. | Painters. 
| 1 1 1 1 ij? 17 1; 
‘ if if 1/7 1/7 ‘he 
| | | ie | ie | 
if? | 1/8 1/7? iff | iff 1 
1/6 1 1/6 16 | iff ifl 
1/6 16 1/7 | | in 
1/7 1/7 1/7 1/8 i” | if | if 1 
1/7 1/7 1/7 1/8 1/7 iff in 1 
if? 1/7 if? 1/8 if? ifn 1 
1/7 1/7 if? 1/8 if? 
1/7 if? if? 1 1/7 if? | if 1 
1/7 if? 1/7? 1/8 if? in {| if 1 
1/6 1/6 1/6 if? || 18 | in 
16 1/6 H | fl 
if? if? 1 
if if if ip | if if | iff 1 
if if if 1 1/7? if? iff 3 $1 /2} 
1/ 1 1/4 1/2 
1/6 1/6 1/6 1/7 1/6 1/6 if? ifl 
if? 1/7 18 1/7 if? if? 
1/7 1/7 1/7 18 if? if? i 
1/5 1/6 1/6 1/6 1/5 1/6 17? 
1/7 if? 1/7 1/8 1f7 1/7 ij? 172 
i 1 1 if? 
if if if ifs if 17? if? 1 
1 1 if? ijf7 1 
if? if iff 1/8 1 17 
1/6 in 1/6 i 
if? if? 1/8 if? iff 
1 1 1/6 iff if 
1 
1/6 1/6 iff 1/6 1/6 if? 
1 i 177 iff 2 
rmation in this table is copyright. The rates of wages in various towns t 
aro given on page 603. 
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CURRENT OF MATERIALS —(cont.) 
PAINTS, &&¢.—(cont.) 
GLASS IN CRATES OF STOCK 
ET 
Per ft. Per ft. 
thon. fourths ... 2 $2 oz. fourths 7 
ai, fourths ... 34d. Obscured Sheet, 15 08, ...... 8 
i» 44d. Fluted, 18 08, 74., 2108. 
thirds ... Em’lled, 16 os. 21 
intra price according to size and substance for squares Kr 
cut from stock. : 
ROLLED in CRATES OF STOCK 
= 
Polished exceeding 11006 
not exceeding 2 feet 
Cathedral—not exceeding 1 £006 
Horticultural—for greenhouses, etc. Sizes up i 
to 2 inches by 18 inches or not exceeding i 
| 
ia 
‘ Le 
FOR 
| 
i 4 


wee 


7 


THE BUILDER. 
CURRENT PRICES FOR BUILDING WORK IN LONDON* 


October 9, 19, 


EXCAVATOR. CARPENTER AND JOINER—conti 
Digging and throwing or wheeling and filling carts, 6. . | FRAMES, — 
pot yond Deal wrot moulded and rebated per toot 
in clay » ” 
Add for every additional dopthoith. ...... . . © 6 | Plain deal jamb linings framed ......... per ft. 
Planking strutting to trenches ........................ foot super © 41 Deal shelves and 
Do. to sides of excavation, including shoring } ©] Add if cross-tongued 24. | 94 
CONCRETOR. SEAIRCASES. 
Portland cement concrete in foundation 1 to 6 .... per yard cube 27 © | Deal treads and risers in and including} 1° | 1}°) 
Add if in in short lengths 8 0 — 
Add if in floors 6 in. me a 2 6 strings wrot on sides and 
Add if in beams 3 0 framed 1 | 2/-| 2} 
first 2 © | Deal balusters, im. X im. 
average, 3 in. 3 in. 
Reduced brickwork in lime mortar and Fletton 9 
per rod 100 | FIXING ONLY IRONMONGERY (iNCLUDING sonews” 
if in stocks 6in. bolts 
Casement stays 1/2 into 
Extra for facing in English or Flemish bond for sor 
every 10s. per 1,000 over the price of the FOUNDER AND sateiaentine 
common bricks. per ft. super © 1} Rolled steel joists 
POINTING. Plain compound girders Bs 6 
Neat flat struck or weathered joint ....... Do. stanchions 
ARCHES. roofwork 
external in brick ri ir 
Axed in stocks 0 1 9 | Half-round plain rebated joints | 177 {2 
Rubbed and gauged jointed in putty camber or - Ogee Do. Do. » 1/6 (179 | 2f |29 
» segmental .... » © 6 | Rain-water pipes with ears lf 
SUNDRIES. for shoes and bends 3/4 4/il} — | - 
Damp course in doubie course of slates breaking 1/6 
oun and bedded in Portland coment. De. 2/2 2n | 
inary grates StOVES......... 
necessary 
ASPHALTER. d. Extra labour and solder in coated cosspools each 6% 
Half-inch horizontal damp course _............... super 4 6 | Welt joint ft.ran 6 
Three-quarter-inch vertical damp course... i ie: 9 6 | Soldered seam we 13 
fillet. ‘oot 0 3 
Skirting and filiet 6 in. high 1 © | Drawn lead waste per ft. ran | 1/10 34) - 
Do. service...» 18 2/-| 2/5) | - 
Beer stone and all labour fixed 16 0 Red lead joints .... Ild. 1/-| 2A 
Portland stone fixed ms bed Wiped soldered joints ,. »” 2/6 3/- 3/6 | 4/4 5/6 1p 
iimark Lead traps and 
Bib cocks and joints 9/7 | 15/4 | - 
Welsh 16 in. 8 in. 3 in. including nails .... 72 9 - 
x 
CARPENTER AND JOINER. Render, float and set in lime and hair. per yard sup. 
Fir tamed in pl pet foot 3 
aye (Not including hangers or runners, etc., tor sus- 
cluding struts or hangers Do. plain face 
Do. to per ft. sup. Mouldings in plaster per 1 girth 
FLOORING. | age | sheet plain per 
Do. matchings 44/ wr 64/- }-in. rolled plate » 
Moulded skirting, ineluding backings rough rolled or cast plate 13 
end nds ft. ec i -in. wired cast plate — 
per ft. sup.| 14 | 2/-| 24 PAINTER. 
One-and-e-half moulded sashes or cascments........ per foot super 1 10 
Two Do. Do. 2 1 | Plain painting, 1 coat ” 3 
Add for fitting and fixing 03 Do. i 
linings, tongued to linings, 
squares ung, ung with pul- 
veys, lines and weights: average size 3 9 
DOORS 14" 1 il 
Two-panel square framed per ft. sup.) 2A | 2 2/5 
Four-panei 2/4 |2 |2 | Wax poli per foot 
Two-pane! moulded both sides... 2/4 | | 2/fl | Frenc 
Do. 2/9 | | 3/2 ' Preparing for and hanging paper per 
“These to new buildings only. They cover superintendence by foreman and carry s profit of 10% om the prime cost wi 
A percentage of should added > Liability National Health nemploymen: Acté 
‘nd from 4s, 64, ‘per £100 tor Fite Ineuranee, The whole of the information given on thin page is copyright 


Pe 
br 
on 
di 
a 
A 
0 
I 
1 


> 
ee 
> 
4 
4 
4 
2 
4 
et 

t 
i 

BY 

By 

A 

oh 

= 

£ 
& 
Bk 
‘ Be i, 


to ~ G2 bo 


OS x Seen 


> 


@ctober 9, 1931 
Poppy Day. 

In order to further the success of Remem- 
prance Day, November 1i, the British 
Legion, in co-operation with Messrs. Victa- 

Lid., are going to provide window 
display sets at a small charge. Details are 
from 6, Gray’s Inn-road, W.C.1, 
The Metropolitan Wharf, Wapping. 


Through a mistake, the contractors for the 
Metropolitan Wharf, Wapping, which the 
Adamite Co., Ltd., illustrated on page ixv 
of last week's number of The Builder, were 
shown as Messrs. A. Roberts and Co., Ltd., 
instead of Messrs. C. P. Roberts and Co., 


Lid. 


Woodworking Machinery. 

We are informed by Mr. H. Tansley Witt 
FP.C.A., recently appointed receiver an 
manager of + the old-established: company, 
Messrs. A. Ransome and Co., Ltd., sawmill 
and woodworking machinery engineers, of 
Newark-on-Trent, that he is carrying on the 
business, and no effort will be spared to 


maintain the reputation as to quality 
and efficiency which the company has enjoyed 


for mgre than 76 years. e are also asked 
to make clear that spare parts, replacements 
and tools will be supplied with the same 
accuracy and promptitude which has always 
marked the activities of the company. 


An Architect’s Catalogue of Ironfoundry, 

The Carron Company have issued, for the 
benefit and guidance of architects, a well- 
Architect’s Catalogue”’ of their 

iron products. This company, which 
in the course of its 172 years existence 
has had connection with many famous engi- 
neers, notably James Watt, needs no intro- 
duction to architects to-day, and this cata- 
logue should find considerable favour, as it 
contains illustrations of a number of fine 
designs for fireplaces and grates, fire backs, 
etc., In various styles. By far the greater 
portion of the 400- book is given over 
to the above, but there are further sections 
dealing with combination grates, ranges, 
baths and bathroom fittings, etc., and also 
the electric and gas-heating appliances, of 
which this firm has made special study. Full 
particulars are obtainable from the Carron 
Company, Carron, Stirlingshire. 
A New Decorative Lining, 

Brief details of a new decorative material, 
essentially suitable for interior ‘decoration, 
have been received from the Merchant 
Trading Co., Ltd., 52, Bishopsgate, E.C.2. 
This material is known as ‘‘ Flexwood,” and 
to Jadge by a number of illustrations of rooms 

ally lined, has very definite decorative 
possibilities. The examples shown indicate 
that “ Flexwood ” can be had faced with a 
tumber of woods, as matched walnut, plain 

x, aspen, ribbon mahogany, quartered oak, 
prima vera, ete. ‘“‘ Flexwood,”” we are told. 
is the best quality of veneer, made flexible by 
& special process and mounted on canvas. In 
this form it can be applied with ease to sur- 
faces other than wood. Full details are 
available from the company. 


New Spindle Moulding Machine. 

A new spindle moulding machine with self- 
contained electrical drive has been put on the 
market by the Halifax firm of J. Sagar and 

'; Ltd. This machine is suitable for either 
cernating or direct-current supply. The 
is ».cunted on the frame of the machine 
te oe back; the drive from the motor spindle 

the machine spindle consists of pulleys 


Btooved for endless V-sha belts, the 
wie being transmitted by the wedging con- 
in sucable grooves in the pulleys. There 


are two spceds available. 3,000 and 4,500, or 
pd anc 6,000 r.p.m., without changin 
8, and the spindle is reversible at all 
A a is provided conveniently 
or t ; i 
Wickly to ing 


rest, equipment is 


-onte'.ed with the machine, and in the 
‘» alternating current supply the 
by means of push 


Case of 


Machine <n be operated 


THE BUILDER. 


buttons. The machine has a table 32 in. 
Square, and is fitted with two loose rings in 
he spindle recess, and there are two dovetail 
grooves in which fences may be fixed. 


A New Factory. 

There has recently been erected near Wat- 
ford one of the most = factories in the 
South of England. e executive of the 
Universal Asbestos Manufacturing Co., Ltd., 
who are responsible for the bailing of this 
model up-to-date factory, believe that the 
architectural effects which can be obtained 
from the scientific use of asbestos cement 
material have not been fully explored by the 
building and allied trades. They have accord- 
ingly laid down the most modern plant and 
organised a unique service for the suppl 
of Spanish tiles, pantiles, Watford “* Hand- 
craft”’ tiles, valley tiles, and tiled sheets. 

Improved methods of manufacture and 
oeny in design are apparent in products 
such as “ Super-Six"’ sheets, standard 3 in. 
corrugated sheets, flat sheets, slates, diagonal 
and straight cover patterns, ridges, aprons, 
barge boards, louvres, ete. We learn that 
the Universal Asbestos Manufacturing Co., 
Ltd., has adopted the trade name of ** Hand- 


A Metallic Lead Pigment. 

The annual loss in civilised countries 
through the corrosion of steel is so great that 
the protection of steel, especially structural 
steel of all kinds, is a matter of the greatest 
practical and scientific interest. The gradual 
growth of scientific knowledge of the 
mechanism and causes of corrosion has paved 
the way for the important development in 
anti-corrosive protection which we now 
announce, the production of ‘‘ — 
This new pigment, consisting principally o 
Co., Ltd., of London, by a novel patented 
process, is the basis of this anti-corrosive 
paint for iron and steel. Amongst the pro- 
perties claimed for “ Arcanol ’’ are :—It can 
render iron “‘ passive ’’ and non-rusting, and, 
in addition, because it contains metallic lead, 
it actually absorbs and renders innocuous any 
oxygen and moisture present in or under the 
paint film. It has a pleasing grey colour and 
can be used both as a primer and a finishing 
coat. It works well and easily with the brush 
and is said to cover twice the area covered by 
a like quantity of hand-mixed red lead. The 
paint is manufactured ready for use and has 
not to be mixed by hand before use. The 
reality of the anti-corrosive effect of 
“ Arcanol’”’ has, we learn, been demonstrated 
by practical tests on a very large scale ex- 
tending over years, and we recommend fur- 
ther inquiry into its merits. 
Composition Floors. 

The Marbolith Flooring Co., Ltd. (for- 
merly the Wilfley Co., Ltd.), have opened 
new works and offices at Third-avenue, Traf- 
ford Park, Manchester, in connection with 
an entirely new type of composition flooring, 


61 


namely “‘ Marbolith "’ jointless flooring with 
“Dermas” asphalt emulsion i ted. 


the ordinary type of rn flooring. It 
is well known that regular 
as oiling or polishing, are essential where 
these floors are laid, as otherwise dusting up 
and eventually disintegration is likely to 
occur. With the new type of floor this treat- 
ment is not essential, ag the oily nature of 
the emulsion prevents trouble of this kind, 
and it has been proved that after the floor 
has been laid for a few days and has dried 
out, a lish can be obtained on the 
sutiace by rubbing with a cloth or brush, 
without the application of either oil or 
polish; moreover, the colour is rendered 
more nent. ‘‘ Dermas”’ is the patent 
of the Shell Mex Co., Lid., who have @ 
inted the Marbolith Flooring Co., Léd., 
icensees for the United Kingdom in con- 
nection with cemposition flooring. 
Wallboards. 

A set of showrooms especially designed to 
demonstrate to architects and constructors 
the full uses and properties of wallboard out~ 
side and inside buildings has been opened by 
the Mo and Domsjé Trading Co., Ltd., at 
421-4, Australia House, W.C2. The wall 
board which this firm manufactures and 
markets is named ‘‘ Treetex,’’ and the vari 
of uses to which it can be—and in these show- 
rvoms is—put is considerable. The board 
(composed of timber logs reduced to fibre, 
waterproofed, chemically treated to 
against rot, and felted into board form) is 
low density and high structural strength, tt 
consequently has high insulative properties, 
as was convincingly demonstrated (at a 

rivate view on October 1) by a telephone 

ox insulated with “Treetex.”” Inside this 
box—which can be seen in the accompanying 
illustration— was placed a high-intensity elec- 
shut the soun e was practically in- 
audible outside. In the showrooms are 
various rooms various methods 
of using ‘‘ Treetex,”’ which can be employed 
as @ plaster-base (insulating and also savin 
cost of lathing), or can be left as a finished 
surface; or, if desired, painting or staining 
can be ied out. Various suggestions for 
making the joints—sometimes a troublesome 
feature of wallboards—are demonstrated. 
The uses of “ Treetex ” for incorporation in 
floors and ceilings, as well as for external 


use (for the has a considerable 
structural strength), are clearly illustrated. 
The board’s thermal insulative wers ure 
well shown by a further test. xamples of 
** Treetex ’’ faced with a variety of 
substances (amongst them Venesta, 


oak and birch veneers, cement, etc.) are alsc 
seen. We would advise every architect to 
visit these “ Treetex’’ showrooms. 
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‘or acceplance. 
Ofice of Work 
Denutes accepted b M. Office of Works and 
H.M. Wer Office, 

Aberdeen,—External painter work at various 
schools, for the T.C. Mr. J. A. O. Allan, architect, 
2%, Union-terrace :-— 

Ashley Road-- 

*Jas. Manson, 85. Rosemonnt- 

Perryhi 

*Robt. Milne, 6, Claremount-street 601) 

George-street— 

*A. Ferguson & Co., 5, Alford- 

Holburn-street— 

*Robertoon & Mackie, 490, Holburn- 

Marywell-street— 

Watt & Co., 50, Castle-street 3 65 0 

Walker-voad— 

0 


Woodside— 
*Wm. Smith, , St. Swithin-street 130 0 0 
Bath.—Fourth stage of the new highways depot, 
for. the T.C.:— 
*F, J. Amery & Sons, Ltd., Bath ...... £2,9%8 
‘Bath—Cilearing the site of 105 and 107, Walcot- 
stteet and making good the adjoining walls, for the 
T.C. Surveyor of Corporate Property :— 
*Hayward & Wooster, Ltd. .................. £335 
Bedford.—Twenty-four houses at Wootton, for the 


R.D.:— 
*Beaumont & Taylor, Henlow ... 27.812 6 8 
- Betford.—Eight houses at Wilden, for the 
R.D.C. 


*Townsend Bros. & Watts. St. Neots £2.580 
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Wiring (a) 14 Council houses at 
sMogerhanger; (b) 14 Council houses at Arlesey- 
road, Henlow, 12 Council houses at Langford-road, 
Henlow; (c) 30 Council] houses at Potton, for the 
Council. Mr. J. Owen Jones, surveyor, 192, Drove- 
Far 2% se at Henlow 
First Garden City, Lid, Letch- , 
2112 2 6 


Co., Pinner, Middlesex 

G. H. Gibson, Caerphilly 
For 44 houses— 

E. L. Gough, Sandy 


Hepplewhie (Parkgate), Litd., 

Hunt, Shefford . 

Frank Knight, Biggleswade .. 

P. E. Lumbis, Bedford ...:........... 


L. A. Poynter, Bedford:..(in 
in 


For 70 
Electric Co., 


Victoria Blectrical Co., “New 


Barnet 
Wood & Love, Bruce Grove, N.17 


For 14 houses at Mogerhanger— 
*E. L. Go 


eS oof oF o 


Coatville.—_New offices, for Messrs. Pegson, Lid. :— 
*W. Moss & Son, Coalville. 
Cumberland.—<Alierations to Waricksland County 
School, for the C.C. Mr. J. Foster, F.R.LB.A., 
architect, 4, Alfred-street, Carlisle -— 
*J. & R. Bell, Nelson-street, Carlisle. 
following contracts accepted by the 
Technical College laboratories—sup- 
piying and fixing steelwork— 


Bedworth—Extensions to the Councit Booth & Son, Bolton ............ £2 8 6 
board room and offices, for the U_D.C. :— steel and Sir William. Prescott & Sons, Ltd., 
A. Ward, Coventry 215% 0 ying an xing pate 0 
W. Ro Lane, and lead flashi Jones Elliott, London ............ 27,957 6 
*Mellowes & Co., Ltd., Shefheld 19 911 Howell & Burgess, Hounslow ... 26.873 10 
W. E. Lane, Coventry . a Wyndham-street Junior School— Holland & Hannen and Cubitts, . 
Allen & Co., Coventry . 3 white glazed partition bricks— 26,446 0 
Coventry - . *Farniey Tron Co., Ltd., Leeds .. 183 17 1 & Fotheringham, Lid., 
174 47 houses on the Wolverton-road site, for soole & Son, Lid, piichmond 
ith wo 448 0 ndon . 
ton i 1,472 14 0 —26 houses at Hindhead, for the Thos. Lid 9 
oven assni n, . Uxbri 
1,401 3. 8 £12,840 W. J. Drinkwater & Son, Feltham 0 
the, for the U.D.C. Mr. rd F. 1, 
10,414 F. D. Hidden & Brentford ... 24670 6 
EAA, ete., architect, The Lodge, Chester 10.296 Building and Publi Works Con 
*withall. Oxborough & Charman 9.465 Cowper "Sons, Richmond. 24390 
Sevier & Kirkland, Heage ... 18457 2 0 Glasgow.—Masonry work for Craigton-road vernon & Pickett, Ltd., Walling: 3.993 0 
220 9 bridge, for the T.C. Mr. T. Somers, City En- “Harris, 302, Bathsoad, 
ipiey x neer 
R. Clayborn, Chellaston . 17.835 0 Gibbie & Co., 53, Waterloo- 
A. H. Harris & Sons, Marehay 17.%1 0 0 Street, Glasgow £6,247 511 Minckley.—External painting of the Granvile 
E. pay & Sons (Derby), road, and Coventry-road honses, for 
* 17,284 0 0 ng and tennis pavilion at TDC: 
Walters & Westiey, Lid. Shet: & G. Powell 
Harper & Green, Ltd., Notting- — * *A. Mitchell & Son, — 140, Honiton.—36 more houses on the Livermere side, 
17,000 0 0 Clarkston-road, Cathcart ......... 13 2 for the T.C 
Belper... 95, t-street, Hult.—Bridge and the 
(Subject to M. of H. approva : Glasgow GAS ee 609 16 6 fleet - lane. for the Corpora tion : 
F. G, Whitman ................. 10 street, Dennistoun ............ the 
opposite the old Soap Works 
0 Plumber work— UDC C. Quantities by Mr. R. R. Allan: 
“McCulloch & Gibben, 47, Rose- Mann, O’Brien & Inman ..........-.- 8 
street, Garnethill, Glasgow 12215 7 *M. M. Bartholomew 
inter work— light installation at Cann 
Prederick Chandler 0 Street, Gl 98 
5 Years’ MAINTENANCE. 1 MAINTENANCE. 
Bection A, B, Section Section D, Section A. Section B. Section 
General Asphalt Co., Ltd. mee 085 8 0 2850 0 0 6908 6 8 .. 6175 0 0 ... $035 0 0 ... 28a 
Co. Ltd. Bis. 6093 15 0 .. 4,770 0 0 2700 0 0 5,722 10 0. ... &, 6.451 56) 
S402 18 4 ... 750617 6 ... 6.194 7 6 ... 3,506 5 0 8,31 3431 6 
5, ... 5198 15 0 4,173 15 © ..*2400 0 5,850 3 4 ine 15 $508 
Roads, 7 16 8 .. 61815 ... 4836 5 ... 296210 ... 6,267 10 0 ... 600915 0 ... 5) .. 
Westminster, 8.W.1 ... 4834 7 6 ... 396117 6 .. 2931 5 0 ... “520218 4 ...*4,67117 6 ...*3,900 
6267120 0 ... 5.6006 5 0 4,372 10 0 2.605 6 
Bradshaw & Co.. Lid. Manchester 7.26613 4 |. 6500 0 0 5. 2,787 10 0 .., 5995 0 0 ... 544315 ... 4200 0° 
.. 5300 0 0 ... 3000 0 0 6300 0 0 |. 300% 
Constable, Hart & Co, Utd. ... 6904 3 4 6256 5 0 ¢ 6256 0 
Remainder of London.) 


sto ber 9, 199; 


Greenock.—Reconstruction ang 
arages, for the East En’ (o-operas; 
td., Port Glasgow-r 

Alexander, archi ts, Ha Ty 
uare, Gree: 


*W. Steel, Jamaica tet Greenock, 


Grimsby .—Sub-sta in { 
lane, pation a) 


(6) *H. ©. Them nB 
(e) *E, EB. Dale. & Sons, Lia.” 


Guildford.—Electric wiri Council 
at Shepherd's Mill, for the 
TW. H. Tordoff, Farnham 


Guitdford.—Further 1 


TH. Ashenden, Guildford . 
Halifax.—i2 bungalo 
housing site, for the TC. “the 


Excavator, mason, 


*E. at 


and brickla 
Bower, Ltd., Halifax READ 


Plas 

“Tidewell & Sons, Denholme Gate 
Slater— 

“Hill 4 & Nelson, Bradford ........... 


Carpenter and joiner— ty 
*H, I. Bates, Halifax 
Plumber and glazier. 
*John Holdsworth, Halifax 422 
Electrician— 
*J. Pilling & Co., Halifax .......... B15 


Halifax.—fFilter house at Hollin FHebder 
Bridge, for the T.C.:— 7. 
*H. Mortimer, 3, Sot, Wads- 
worth, Hebden Bridge 


Halifax.—Foundation drain and site 
connection with the bus Elm Wood, 
the T.C.:— 

"Pickles Bros. TAG: 

Halifax.—Rock garden, on land 
read and King Cross-road, for the 


Heston and Isleworth.—Erection of M. 


~ 


Oe 
TENDERS 
Communications for insertion under this heading 
should be addressed to “The Editor,” and must 5 
reach him not later than Tuesday evening. it 
t Denotes provisionally accepted. 
For 70 houses— 
General Electrical Maintenance 
t "tor. 0 0 
For 70 houses— 
Hi. Graves, of “ Serve,’ Becken- 
2 
0 
4 
0 
609 
For 56 houses— 
*P. E. Lambis, Bedford .............. 173 0 0 
¥ 
¥ 
4 
4 
=, 
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ete., of schools, for the 


Capworth- school (new 

tical and new 

lor girls, etc.) 
EB. A. Russell, Ltd. £1,821 0 
Lad Doan, 1,684 0 
7” 1,599 0 
J.T. Laton & Son, Lid. ............... 1,585 0 
Coxhead 1559 0 
Borewill, 1,492 0 
Kind & Co. 1,449 0 
WEDD 1,19 0 


Sybourn-street school (installa- 
tion of ope appara- 
tus—new rooms 


Chas. P. Kinnell . Co., Ltd. 438 0 

William Freer, Ltd. 417 0 

Yhe Fretwell Heating Co. ............ 397 0 

The Watkin Heating Co., Ltd, ...... 2 0 
*Jas. Combe & Son, Ltd. ............... 0 
Liverpool._Renewals, alterations, repairs, etc., 
at Institations, for the T.C. Land Steward and 
Serveyor :— 

Walton Hospital—hacking oul and cementing 


walls in iwo wards in main building— 
*s. & R. Ball & Co,, Ltd., Liverpool £115 0 


Cleaver Sanatorium—alterations to existing 
latrine block— 
‘Jones & Hough, Ltd., Heswall ......... 1% 0 


Cleaver Sanatorium—Provision of sliding and 
folding steel casement windows, etc., for 
classrooms— 

*Jones & Hough, Ltd., Heswall ......... 192 0 


Mill-road Infirmary—sorled linen room 
operating department— 


‘Dathie & Son, Liverpool .......... 10 

Mil-road Infirmary—Provision of fire escape 
from maids’ home— 

‘Rimmer Bros., Liverpool 197 0 


Liverpoo!l.—Chimney stack, and the demolition of 
the existing one, at Burroughs Garden Washhouse 
and Central Tower Laundry, for the T.C. Land 
Seward and Surveyor :— 

= Bros., Dalton-street Liver- 


Liverpool.—Improvements to casual ward at 
Beimot-road Institution, for the T.C. Land 
Steward and Surveyor :— 


“Gregson & Davies, Liverpool ............... £849 


Liverpool.—2,150 yds. of chestnat fencing, to- 
gether with posts, gates, fittings, ete., for fencing 
in the football and hocke fields of the Walton- 
Clubmoor estate, for the T.C.: 


"Winder & Co., 8B, 
£171 2 


Liverpool.—Shelter at Walton Hall estate, for the 
TC. Land Steward and Surveyor :— 

‘Knight & Lord, 601, West 

Tuebrook, Liverpool 


Liverpool.—Extension of the polic rage, 
Duke-street, for the T.C.:— 

"Gregson & Davies, 24, Arrad-street, 
Liverpool £461 


Liverpeol.General repairs, decorations and in- 
stallation of hot- -water service, at %, Pottoraetoost 
for the T.C. - 

Taylor. Ltd., 48-60, Copperas- 

hill, Liverpool £221 10 3 

Liverpool. Provision of new scullery, additiona 
lavatery accommodation and bathroom, etc., 
513, Lord Nelson-street, for the 

“Robert Myles, Ltd., 30-32, Bri 
port-street, Liverpool en 10 3 


‘London —The followin; k 
works contracts have 
War Office during the week 
improvemen 

its to married quarters—H. 
periodical services—C.. J. Else & Co., 
Warley Depot Barracks—miniature rifle range—J. 
PPS: Brentwood. 
Alde -rshot—artificers* work—E. J. Logan, 


aris ficers’ work—W. Laugh 
—W. ton, Bedford. 


Brighton. nden, 
irs to slated roof 


cimenta) institute and keep— 
vards & Co. (Whyteleafe), Ltd. ton lon. 
Woolwic!; “oval Herbert 
oh, Hospital—painting—A. A. 
Neg Vocational Centre— 
A. McDermott & Sons, Brad- 
Royal Military Repository Aiea, ete. 
3. Butler, Newton ‘Abbo' 
Gibea Barracks—erection of ‘offices 


and Buller Barrackse—re-topping and 


chimneys—f. Jones, South Farn- 
Catter; 
imp, R.A.O.D.—workshops extension. 


light and power~—W. Sykes 


services 
A. A. McDermott & 


THE BUILDER. 


SLondon.—Te. 

wack by H.M.O.W. for the 
Warstock Tele Exchange— 
erection—Parsons & Morrin, + 133, Belerave- 
road, Edgbaston, Birmingham. 

Falkirk Employment Exchange—(1) 
mason, brick and concrete work—H 
Young, Ltd., Cochrane-street, Barrhead. 
(2) Carpenter and joiner glazier work—Johna 
work—Lambh 
ill Ironworks, Lamb- 


Painter work—-George Law, 195, Main-street, 


(5) and gasfitter work—Hugh Tw 
& Son, Ltd, 130, London-road, 
|_District—ordinary works and repairs—J. 
tchers & Son, 24, Boulton-street, Bradford. 

Sheffield District —ordinary | works and repairs—tT. 

inson ns (Builders 

Midhill-read, Sheffi effield. 
ottingham District—ordinary works and irs— 
W. Crane, Lid., 80, 

Swinton Post Office and Telephone Exchange—erec- 
& Sons, Lid, Eocles New-road, 

Cupar, W.S.—(1) Excavator, mason, brick and con- 
crete work—David Nairns & Son, Ladybank. 

(2) ss work—W. F. Ross, 29, Barrack- 
street, Dundee. 

(3 work—Philip W. Hutton, 107, North- 
street, St. Andrews, 

(4) Plumber and gasfitter work—Robert Bett. 
21, Crossgate, Cupar. 

change—erection—G. Stephens & Sons, Wylde 
Green, Birmingham. 

Leicester District—ordinary works and repeirs—PF. 
E. Winterton, 57, Sparkenhoe-street, Leicester. 
Black pool works and repaire— 
Sir Lindsay Parkinson & Co. Lid., Talbot Saw 

Mills, Blackpool. 


Macclesfield.—Rebuilding premises for bakery and 
confectionery, for Macclesfield — Provident 
Society, Ltd., Sunderiand-street. F. Fowler, 

Builder—*B. Cooke, Macclesfield. 

Machinery—*Baker-Perkins, Peterboro’. 


Manchester. — Rebuilding in Swan-street. for 
Messrs. Tutill’s, 7, Swan-street: Messrs. T. A. 
Fitton & Son, A.R.I.B.A., architects, 19a, Corpora- 
tion-street :— 

Builders—*?. Campion & Sons, Manchester. 

Terra cotta—*Hathern Station Brick & Terra 

Cotta Co., Ltd., Loughborough. 

Manchester.—Reconstruction of 46, King-street, 

for Messrs. Finnley, Ltd.:— 


excavator, 
ouston & 


*Harris & Sheldon, Ltd., Birmingham. 
Manchester. — Commercial ara to service 
station, Wythenshawe-road and Gib-lane, Northen- 


den, for Mr. D. Morgan. Messrs. Roberts & Wood, 
architects, King-street, Manchester :— 


*W. Barrell & Sons, Manchester. 


Manchester — Additions and alterations to the 
“Alexandra Hotel,” Moss-lane, West and Bradshaw- 


street, Moss Side, for Messrs. Threlfall’s Brewery 

Co., Ltd., ere Brewery, Salford. Mr. B. 

Waterhouse, F.MS.A., resident architect, Bury- 

street, Salford :-— 

Builder—*P. Hamer, Ltd., Swinton, Man 
chester. 

Mason—*E. Butterworth & Sons, Radcliffe. 

Cadman & Sons, Ltd., 
Swin 


New 9 .—New licensed premises, 


rs. immo & Son, Ltd., Castle Eden 
Brewery. Mir. Cc. F. Barton, "architect, Shipping- 
chambers, George-street, West Hartlepool :— 


& Son, 60, Claypath, Dur- 


D. Barker & Son, Charles-street, 
West Hartlepool. 


Silksworth.—New 
Mr. F. Willey, F. 
oid Elvet, Durham 

*J. White, Sunderland £16,000 


Elementary junior school, in King’s 
road, and other new works: in connection therewith, 
for the Managers of Newark Parish Qhurch 
(Mount) Schools. Messrs Sheppard & Lockton, 
architects, 24, Castlegate :-— 

*G. Brown & Son, London-road, Newark. 
ewcastie-on-Tyne.—New schools at Wharrier- 
street for the re. Mr. EB. F. W. Liddle, archi- 
, 12, Eldon-square :— 
ee Hf. Mauchien, New Mills, Barrack-road, 
Newcastle. 


hool, for the Durham 
RIBA.. architect, 


Newcastle-on-Tyne.—Rebuilding of the Eagle Silk 
Stores, 131-7, Northumberland-street:— 
°A. & J. W. Potts, St. Ann’s-works, City- 
road, Newcastle. 


Alterations and improvements 


Tyne.— 
By mgeonaesonind of the Hadrian Supply Co.. Shields- 
road, Byker. Mr. W. Riddle, architect, 53, ‘Denham- 


Wallsend :-— 
"Clarke, West-street, Wallsend. 


613 


Newcastie-on-Tyne.—New social club in Westgate- 
ace : — 
“W. Smelt, Shipley-avenue 
‘(Estimated cost, £8,000.) 
Newecastle-on-Tyne.—Parish hall at W 
Hicks & Chariewood, 4, 


“Lough Bros., Higham-place 
(cost £6,000). 
Newcastie-on-Tyne.— New 
RC. Charch. Mr. 
12, Grey-street 
Mackin, Felling-on-Tyne. 
Newecastle-on-Tyne.—Rebuilding of hotel premises 
in Messrs. J. Oswald & Son, 
F.R.LB.A., architects, 2, Worswick-street — 
J. ¥. Simpson, Northumberland-road, New- 
castle-on-Tyne. 


y 


Newton-in-Makerfieid.—100 houses, for the U.D 
Mr. J. Elston, A.R.1B.A., architect, 
Earlestown ;— 


*Marrie & Son, Ashton-on-Mersey. 


Northampton.-Cellar ai 3X, Ro le- 
the sedale-road, for 


Otdham.—Sunday school in Balfour-street, for the 
Parochial rane of Si. Barnabas’ Church. Mr. 
R. Martin, L.RIBA., Diocesan Surveyor, %, 
Deansgate, Manchester 


*Lord & Milner, Oldham. 


Otiey.—Church and Presbytery on Menston-Burley 
main read, for the Catholic authorities. Mr. God- 
frey L. Clarke, F.R.1I.B.A., architect, of Messrs. 
Empsall, Clarkson & Clarke, Permanent-chambers, 
Piece Hail-yard, Bradford :— 


*L. J. Gallagher, Castleford, Yorks. 
to St. Peter's 
for Girls’ inster Precints, for the Board 


Messrs. Trayien, Lenton & warwick, 
¥.R.1.B.A., architects, Ga, Priestgate :— 
*J. Cracknell, Ltd., Peterborough. 
(Estimated cost £25,000.) 
Preston.—Construction of lift well at Fulwood 
Institution, Fulwood, for the T.C. Borongh 
Engineer :— 
*J. TT. Gabbott, William UHenry-street, 
Preston. 


Preston.—Superstructure of new municipal build- 
ings at rear town hall, for the 
Briggs & Thornely, F.R.LB.A., architects, 

606, Royal onl -buildings, Pier Head, 


“T. Croft & Sons, Preston. 


Reigate.—14 non-pariour houses and 28 non non-pat- 
lour flats on the Woodhatch estate, for the T.C. : 
*Punter & Le Clereg, Farnham ....... £13,701 
(In lieu of tender withdrawn.) 


Rochdale.—Electric lighting and power installa- 
tions to 260 houses on ifield Hall estate, for the 
Corporation. Mr, 8. B. Morgan, Borough Sur- 
veyor 

*Rochdale Electric Co., Ltd., Rochdale. 


Seaton Hirst.—New church. Messrs. Knowles, 
Oliver & Leeson, architects, 14, Eliison-place, New- 
castle-on-Tyne :— 

G. — House, Amble 
t about £6,500). 


passengers’ shelfer in Fitz- 
alan-square, for the T.C. Messrs. Holmes & Son, 


iverpool :-— 


architeets, Furness<chambers, 16, James’- 
otreet 
*J. Eshelby & Son, Sheffield ............... £2,170 


South Shields.—2% fiate on land between the 
south of Dean-road and Tyne Leck railway sta- 
tion,- for the 

tJames Barrow, Jarrow 266,253 


installation at the 
Scholes C. of E. and Roberttown C. of E. schools, 
for the E.C. :— 

*F. Dutton & Sons. 


Stoke-on-Trent.Drapery establishment in Baker- 
street and Swan-street, lee the Burslem and Dis- 
trict Co-operative Society, Lid. Mesers. Watkina & 
Maddox, L. & A.R.IB.A. architects, National 


Barsiem, Stoke-on- 

*J. Meiklejohn & Sons, Edward-street, 
Hanley, -on-Trent. 


Stoke-on-Trent.—Church schools, for the © . 
gational Church at Wolstanton. Mesers. Ford & 
Slater, F.R.1.B.A., architects, Overhouse-chambers, 
Wedgewood-piace, Stoke 

Charch-street, ‘Audley, 


Stoke-on-Trent.—Alierati etc., at the chil- 
dren’s homes, for the TC. Mr. A. Barton, 
Borough Engineer 

*L. M. Rowe, Stoke-on-Trent ............ £504 


Sunderiand.—New confgcti emisen, 3 
Thornton, Morpethavenme, South 

Shields. 


Puke 


= 


} 
9, 193) 
- 
wh 
Wart Toyp: 
siteet, The 
Beil. houses 
 Eashing. 
ay 
2 2 
ag 
B15 
4 
j 
ag 
Works in 
Food, for 
Swires. 
4 
i 
4 
ae 
6 
j > 
| 
ter ia 
# 
| 


TENDERS 


for insertion under this 


rovisionally accepted. 
t Denotes recommended for acceptance. 
Denutes accepted to modifications. 
Denvtes accepted by H.M. Office of Works and 
H.M. Wer Office. 


Aberdeen.-_External painter work at various 
echools, for the T.C. Med. J. A. O. Allan, architect, 
3, Union-terrace :-— 


Holbusa-street— 
*Robertson & Mackie, 490, Holburn- 

Marywell-street— 
Watt & Co., ‘Castle-street 35 0 
Walker-road— 

- L. Leslie, 106, RBosemount- 


Woodside— 
*Wm. Smith, St. Swithin-street 130 0 0 
Bath.—Fourth stage of the new highways depot, 
for. the T.C.:— 
*F. J. Amery & Sons, Ltd., Bath ...... £2,968 
‘Bath—Clearing the site of 105 and 107, Walcot- 
street and maki the adjoining walls, for the 
T.C. Surveyor of Corporate Property :— 
*Hayward & Wooster, Lid. .................. £335 
-four houses at Wootton, for the 
*Beaumont & Taylor, Henlow ... 27.812 6 8 
houses at Wilden, for the 
*Townsend Bros. & Watts. St. Neots £2.580 


- Bedworth — Extensions i 
board room and offices, ton tke 


fT. Green, Weddington, Nun- 


houses, including draina 
and ouse paths, for the U.D.C, Mr. rd ¥F. 
AIA .A., ete., architect, The Lodge, 


Cross Co.. Clay Cross £22.7% 0 0 
Wheeldon Bros., Belper 20,015 0 9 
Geo. Brentnali. Riddings 18,458 0 0 
Bowmer & Kirkland, Heage ... 18,457 2.0 
J. W. Haynes, Belper 18,22 0 0 
H. Hunt & Sons, Ripley ......... 0 0 
R. Clayborn, Chellaston ............ 00 
A. H. Harris & Sons, 6.0 
Sons (Derby), 
ze 0 
Walters Westicy. Ltd., Shef- 
17; 
Harper & Green, “Notting- 
170900 0 0 
Bros., Marehay ............ 16, 
TF. Wheeldon, Belper 0 


nan- 
Wilistone, for the R.D.C 
¥. G. Whitman 
Hamphreys Bros. 
Bunn & Green ...... 
8. Gilbert & Sons 


THE BUILDER. 


Biggieswade.—Wiring (a) 14 Council houses at 
14 Council houses at Arlesey- 
Henlow, 12 Council houses at Langford-road, 
oe Ma (c) 30 Council houses at Potton, for the 
— Mr. J. Owen Jones, surveyor, 192, Drove- 
Pai: 26 houses at Henlow— 
First Garden City, Lid., Letch- 
worth .... £112 2 6 
For 70 houses— 
General Electrical Maintenance 
€o., Pinner, Middlesex ........-... 
G. H. Gibson, Caerphilly ......-..... 
For 44 houses— 
EB. L. Gough, Sandy 
For 70 houses— 
of “Serve,” Becken- 


36 


Kershaw, Manchester 
Frank Knight, Biggleswade ‘ies 
P. E. Lambis, Bedford ..-:........... 
lead 

. A. Poynter, ed 
(in G.T.8. 


70 houses— 
H. Shadbolt, Hitchin 
Star Electric Co., Birmingham .. 
H. J. Usher, Bedford 


Victoria Electrical Co., ‘New 


Barnet 
Wood & Love, Bruce Grove, N.17 
For 14 houses at Mogerhanger— 
L. Gough, Sandy 
For 56 houses— 
*p. E. Bedford 17%3 0 0 
Coalvitle,—New offices, for Messrs. Pegson, Lid. :— 
*W. Moss & Son, Coalville. 
Cumberiand.—Alterations to Waricksland County 
School, for the C.C. Mr. J. Foster, F.R.I.B.A., 
architect, 4, Alfred-street, Carlisle :-— 
*J. & R. Bell, Nelson-street, Carlisle. 
wee following contracts accepted by the 
Technical College laboratories—sup- 
plying and fixing steelwork— 
’ *J, Booth & Son, Bolton ............ £299 8 6 
Supplying steel casements and sup- . 
plying and fixing 


& 83 BR 
© ooh of o 
© ©0 so o 


Exhall 1401 3 8 *Mellowes & Co., Lid., Sheffield . 199 9 
W. E. Lane, Coventry ............... 1,656 12 9 Wyndham-street Junior School— 

Allen & Co., Coventry ............... 1,632 15 3 white glazed partition bricks— , 
J. U. Jones, 1,537 0 0 *Farniey Tron Co., Ltd., Leeds... 18317 1 

atkins , Nuneaton.. 2 

Smith Bros., Collyeroft .............. 141 9 3 
W. 1,714 14 7 Dudiey.—92 houses on the Wolverton-road site, for 
J. Bedworth 1,448 9 0 the T.C, 
I. H. Cooper, COVENETY *William Cooper & Son, Blackheath £25,656 


Farnham.—26 houses at Hindhead, for the 


R.DC. :— 
Mastin & West ......... £12,840 
Guildford & District Guild of 
F. Milton & Sons .. 10,414 
10,296 


owithell & Charman 
Enticknep Bros 


ow.—Masonry work for 


ng for the T.C. Mr. T. Somers, City En- 
gineer :— 


*Gibbie & Co., 53, Waterloo- 
Street, Glas@OW 26.247 5 11 


New bowling and tennis pavilion at 


Glasgow 
Hawthorn-street housing scheme, for the T.C. :-— 


Digger and brick works, etc.— 

*A. Mitchell & Son, Ltd., 140, 

Clarkston-road, Cathcart ......... £34413 2 
Joinery and carpentery works, etc.— 
*J. Stevenson, 93, Pett-street, 

Slater work, etc.— 
*C. Wilson, 46, Alexandria-park- 

street, Dennistoun «..,......--..:...... 125 510 
Plumber work— 
*McCulloch & Gibben, 47, mane 

street, Garnethill, Glasgow .. 12215 7 
Painter work— 


Uctober 9, 193; 


Greenock.—Reconstruction 

garages, for the East Eni of 

xander, archi 

Square, Greenock :— miltonsteet, 


*W. Steel, Jamaica-street, Greenock, 


Grimsby.—Sub-station in { 
lane, rifatiow street 
(a) Steel & Goddard _... 
(b) *H. & ©. Thompson 
idford.—Electric wirin Council houses 
H. Tordoff, Farnham 
Guildford.—Further ‘ond 
lane site, for the T.C — 
tH. Ashenden, Guildford. 
Halifax.—i2 bungalow: 
housing site, for the “the 
Excavator, mason, and bricklay 
*E. & T. Bower, Ltd., 


Plasterer— 

*W. Tidswell & Sons, Denholme Gate 197 
Slater—_ - 

“Hill & Nelson, Bradford 
Carpenter and joiner— 


*H, I. Bates, Halifax 44 
Plumber and glazier— 

“John Holdsworth, Halifax ......... 
Blectrician— 

*J. Pilling & Co., Halifax ........... HE 


Halifax.—fFilter house at Holli 
Bridge, for the T.C.:— 


3, Akroyd, Wads- 
. Hebden Bridge ......... 21,121 15 5 
drainage and site works in 


a with the bus depot at Elm Wood, for 
t 


*Pickles Bros., 2330) 

HMalifax.—Rock garden, on land adjoining Swires- 
road and King Cross-road, for the T.C,— 

“Conways, Ltd., Halifax 210 

Heston and isieworth.—Erection of 
school, for the U.D.C. 

Sir William Prescott & Sons, Ltd., 

London 


£29, 
Jones & Elliott, London ............ 27,937 6 
Howell & Burgess, Hounslow ... 26573 10 
Holland & Hannen and Cubitts, 


London BAT 


ford 25,668 
Soole & Son, Ltd., Richmond ...... 25,550 0 
A. Roberts & Co., "Lid. London .., 25,438 0 
Perrys (Ealing), “Lid, Ealing ... 25,418 0 

. Miskin & Sons, L: ., St. Albans 25,250 0 


Fassnidge & , Ltd., Uxbridge 24.997 0 
W. J. Drinkwater & Son, Feltham 24,75 0 
C. R. Price, London . x 
G. F. Taylor, Ealing 
F. D. Hidden & Go., Brentford .... 24670 0 
Building and Public Works Con- 


struction Co., Swindon ............... 24,268 0 

Cowper & ‘Sons, . 6 

Stewart & Co., Whitton 24,137 0 
Burnand & Pickett Wailing: 

arris, 302, road, 


External painting of 
and Coventry-road honses. 
the U.D.C. :— 


‘Honiton.—36 more houses on the Livermore side, 
for the T.C. :-— 


t-lane. for the Corporatio 
*Bangwit, Ltd. £20,604 


d@welling-hovses on the land 
ite the old Soap Works, ene for the 
Quantities by Mr. R. Allan: 


Mann, O’Brien & Inman .............- 
*M. M. Bartholomew ..............-....-- 798 


Leyton.—Electric light installation at Canm Hail- 


*W. McKerracher, 157, Eglin 
Chelmstord.— For Asphalt carpeting, ‘ee By-Pass-Road. for the T.C. 
§ 1 Year's MAINTENANCE. 
A. Section B, Section ©. Section D. Section A. Section B. Section © Section 
8 .. £850 7 6 .. 3950 4 2 ... 6 6 5490 11 8 ... 4850 7 6 .. $950 4 .. 22 
10 ... 549810 ... 207 0 7.448 6 8 666210 0 ... 549210 0 .. 
Sis 0 ... 5035 0 0. 2850 0 0 6003 6 8 6175 0 0 5035 0 0 
iT Bap ~~ 600315 0 .. 4770 0 0 ... 2700 0 © 5.72210 0. ., 4671 .. 258 
4 .. 750617 6 ... 6194 7 6 ... 3506 5 0 ... 8311 117 .. 
eh 8 64815 ... 4836 5 0 ... 296210 0 ... 626710 0 ... 6,098 15 0 5 0 
ak £884 7 6 .. 300117 6 ... 2281 5 ... 520218 4 6 ...°8,809 7 
... 5,006 5 0 ... 437210 0 ... 273710 © ... 6,995 a 0 40 00 
a 6500 0 @ ... 5300 0 © 3000 0 0 7206 13 0 0° |. 
6256 5 0 ... 5101 5 0 258710 0 6004 3 4 “6256 5 0 |. 
| (Remainder of London.) 


j 

= 

reach him not later than Tuesday evening. a 
4 4 
* Denotes accepted. 
* 

#2 
*Jas. Manson, 6, Rosemoant-via- é 

Robt. Milne, 6, Claremount-street 601) 9 Parkgate, Yorks 

A. Ferguson & Co., 5, Alford- 

8 

eo. 
fs 

> 

eta; 

7 

en 

is 
ve 

a 

eaton 1,472 14 0 108. H 

E. Rogers, Coventry-road, 

t 
« 
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is 
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ots 
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October 9, 1931 


Leyton. — Reorganisation, etc., of schools, for the 


Capworth-street school (new 
workroom and new 
nes for senior girls, ete.) 
B A. Russell, Ltd £1,821 6 
j.& R. Rooff, Lid. ..... 1619 0 
j. T. Luton & Son, Ltd. .....,,........ 1,585 0 
ind & Co. . 1,449 06 
(2) Sybourn-street school (installa- 
won of hot-water beating appara- 
tis—new rooms). 
Chas. P. Kinnell & Co., Ltd. 438 0 
William Freer, Ltd. ..... 417 0 
Fretwell Heating Co 397 0 
fhe Watkin Heating Co., Ltd 0 
*Jas. Combe & Son, Ltd. ,..... io wee 
.—Renewals, alterations, repairs, etc., 


si Institutions, for the T.C. Land Steward and 
Surveyor 
Walton Hospital—hacking oul and. cementing 
walls in two wards in main building— 
*4. & RK. Ball & Co,, Ltd., Liverpool £115 6 


Cleaver Sanatorium—alierations to existing 
latrine block— 
*Jones & Hough, Ltd., Heswall ......... 1% 0 


Cleaver Sanatorium—Provision of sliding and 


folding steel casement windows, etc., for 
classrooms— 
"Jones & Hough, Ltd., Heswall ......... 192 0 
Mill-road Infirmary—soiled linen room adjoining 
operating departmeni— 
‘Duthie & Son, Liverpool 10 


Mill-road Infirmary—Provision of fire escape 
from maids’ home— 
‘Rimmer Bros., Liverpool .................. 197 0 
Liverpoo!._Chimney stack, and the demolition of 
Wie existing one, at Burroughs Garden Washhouse 
and Central Tower Laundry, for the T.C.. Land 
Seward and Surveyor :— 


Bros., Dalton-street Liver- 


Liverpool._Improvements to the casual ward at 
Beimoi-road Institution, for the T.C. Land 
Steward and Surveyor :— 
*Gregson & Davies, Liverpool ............... £849 


Liverpoo!—2,150 yds. of chestnut fencing, to- 
gether wiih posts, gates, fittings, etc., for fencing 
in the football and hockey fields of the Walton- 
Clabmoor estate, for the T.C.:— 

"Winder & Co., 8, Blenheim-street, 


Liverpool.—Shelter at Walton Hall estate, for the 
TC. Land Steward and Surveyor :— 
“Knight & Lord, 601, West Derby-road, 
Tuebrook, Liverpool ............ £125 
Liverpool.—Extension of t i 
Dukestreet, for the T.C. 
“Gregson & Davies, 24, Arrad-street, 
Liverpool.—General repairs, decorations and in- 
stallation of hot-water service, at %, Bedford-street, 
for the T.C. 
‘J. H. Taylor, Ltd., 48-50, Copperas- 
hill, Liverpool 
Liverpeol.—Provision of new scullery, additional 
lavatory accommodation and bathroom, etc., at 
aS, Lord Nelson-street, for the T.C.:- 
Robert Myles, Ltd., Brid- 
port-street, £141 10 3 


"London —The following works tracts 
= Placed by the War Office during the ow 
mg October 


Maidstone—improvements to married quarters—H. 


ll, Maidstone. 

services—C.. J. Else & Co., 
atiock. 

Depot Barracks—miniature rifle range—J. 

Soat Tipps, Brentwood, 

—artificers’ work—E. J. Logan, 


work—W. Laughton, Bedford. 
Barracks—tepairs to slated roofs—E. 
ews & Co., London, W.C. 

nslow to slated roofs—E. J. 


Logan, !cndon, 
Preston Barracks—repairs to slated roof: 
J. Logan, London, W.C. 
Hounsiow 


_ Cavalry  Barracks—repairs and 
ne of regimental institute and keep— 


8. & Co. (Whyteleafe), Ltd., Lon ton, 
Woolwich. loyal i 
Army Vocational Training Centre— 
A. MeDermott & Sons, Ltd., Brad- 
Royal Military Repository Area, ete. 
R. J. Butler, Newton Abbott. 
Barracks—erection of offices— 


. and Buller Barracks—re-topping and 
‘in. chimneys—T. Jones, South Farn- 


Catteri Cam 

ion, 
of electri ligh workshops extension 
fons, 114, McDermott & 


t and power-—W. Sykes 


THE BUILDER. 


{London.—Tenders 

week ending Octot i by H.M.O.W. for the 
Exchange— 
td., 133, Belgrave- 

Falkirk Employment Exchange—(1) ¢ 
brick and concrete 

Barrhead. 
arpenter and joiner glazier k. 

work—-Lambhi 

ul’ ill Ironworks, Ltd., Lamb- 

(4 Painter work j 

Bellshill George Law, 195, Main-street, 

5) Plumber and gasfitter work—Hugh Twad 

& Son, Lid, 130, London-road, Giamses, 
Bradford District—ordinary works and repairs—J. 

H. Pitchers & Son, 24, Boulton-street, Bradford. 

nson ns (Builders), i 
works td., Olive Grove 

Nottingham District—ordinary works and repai 
W. Crane, Lid., 8, Forest-road, Nottingham. 

Swinton Post Office and Telephone Exchange—erec- 
tion—Fearnley & Sons, Ltd., Eccles New-road, 
Salford. 

Cupar, W.8.—(1) Excavator, mason, brick and con- 
crete work—David Nairns & Son, Ladybank. 

(2) Painter work—W. F. Ross, 29, Barrack- 
street, Dundee. 

(3) Plaster work—Philip W. Hutton, 107, North- 
street, St. Andrews. 
(4) Plumber and gasfitter work—Robert Bett, 

21, Crossgate, Cupar. 

Sutton Coldfield (Birmingham) Telephone  Ex- 
change—erection—G. T. Stephens & Sons, Wylde 
Green, Birmingham. 

Leicester District—ordinary works and repairs—F. 
E. Winterton, 57, Sparkenhoe-street, Leicester. 
Blackpool District—ordinary works and repairs— 
Sir Lindsay Parkinson & Co., Ltd., Talbot Saw 

Mills, Blackpool. 

Macclesfield.—Rebuilding premises for bakery and 
confectionery, for Macclesfield Equitable Provident 
Society, Ltd., Sunderiand-street. Mr. F. Fowler, 
architect, Westminster Bank-chambers :— 

Builder—*B. Cooke, Macclesfield. 

Machinery—*Baker-Perkins, Ltd., Peterboro’. 


Manchester. — Rebuilding in Swan-street. for 
Messrs. Tutill’s, 7, Swan-street. Messrs. T. A. 
Fitton & Son, A.R.I.B.A., architects, 19a, Corpora- 
tion-street :— 

Builders—*T. Campion & Sons, Manchester. 

Terra cotta—*Hathern Station Brick & Terra 

Cotta Co., Ltd., Loughborough. 

Manchester.—Reconstruction of 46, King-street, 
for Messrs. Finnley, Ltd. :— 

*Harris & Sheldon, Ltd., Birmingham. 


Manchester. — Commercial arage to _ Service 
station, Wythenshawe-road and Gib-lane, Northen- 
den, for Mr. D. Morgan. Messrs. Roberts & Wood, 
architects, King-street, Manchester :— 


*W. Barrell & Sons, Manchester. 


Manchester—Additions and alterations to the 
‘Alexandra Hotel,” Moss-lane, West and Bradshaw- 
street, Moss Side, for Messrs. Threlfall’s Brewery 

Cook-street Brewery, Salford. Mr. B. 
resident architect, Bury- 

Builder—*P. Hamer, 


Ltd., Swinton, Man 
chester. 


Mason—*E. Butterworth & Sons, Radcliffe. 
Plasterers—*James Cadman & Sons, Ltd., 
Swinton. 

Slater—*L. Britton, Eccles. 

New Seaham (Durham).—New licensed premises, 
for Messrs, J. Nimmo & Son, Lid., Castle Eden 
Brewery. Mr. ©. F. Barton, architect, Shipping- 
chambers, George-street, West Hartlepool :— 

*T. W. Goodyear & Son, 60, Claypath, Dur- 


ham. 
Heating—*E. D. Barker & Son, Charles-street, 
West Hartlepool. 


ikeworth.—New school 


Ltd, 
Waterhouse, F.M.S.A., 
street, Salford :— 


New Si for the Durham 


nty E.C. Mr. F. Willey, F.R.LB.A., architect, - 


Cou 
Old Elvet, Durham 
*J. White, Sunderland 


Newark.—Elementa unior school, in King’s 
road, and other new caike in connection therewith, 
for the Managers of Newark Parish Ohurch 
(Mount) Schools. Messrs. Sheppard & Lockton, 
architects, 24, Castlegate :— 

*G. Brown & Son, London-road, Newark. 


schools at Wharrier- 


—New 
Mr. F. W. Liddle, archi- 


Newcastie-on-T 
street, for the E.C. 5 
tect, 12, Eldon-square :— 


*G. H. Mauchlen, New Mills, Barrack-road, 
Newcastle. 


Newcastie-on-Tyne.— Rebuilding of the Eagle Silk 
Stores, 131-7, Northumberland-street :— 

*,. & J. W. Potts, St. Ann’s-works, City- 

road, Newcastle. 

Newcastie-on-Tyne.—Alterations and improvements 
to the premises of the Hadrian Supply Co., Shields- 
road, Byker. Mr. W. Riddle, architect, 53, Denham- 
terrace, Wallsend :-— 

*Clarke, West-street, Wallsend. 
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Newcastie-on-Tyne.—New social club in Wes 
Mr, 8, J. Stephenson, architect, 2 
ace 
*W. Smelt, Shipley-avenue. 
(Estimated cost, £8,000.) 
Newcastie-on-Tyne.—Parish hall at Walkergate. 
po Hicks & Chariewood, architects, 4, Mosiey- 
*Lough Bros., Higham-place 
(cost about £6,000). 
Newcastie-on-T yne.— \ew bytery at 8t. 
Teresa’s B.C. Charch. Mr. rt Be archi- 
tect, 12, Grey-street :— 
Mackin, Felling-on-Tyne. 
Newcastie-on-Tyne.— Rebuilding of hotel i 
in Newgate-street, Messrs. Oswald 
F.R.I.B.A., architects, 2, Worswick-street — 
J. ¥. Simpson, Northumberland-road, New- 
castie-on-Tyne. 


Newton-in-Makerfield.—100 houses, for the U.D.C. 
Mr. J. Elston, A.R.L.B.A., architect, 
Triestown :— 


*Marrie & Son, Ashton-on-Mersey. 


N «Cellar at 3, Rosedale-road, for 
the C.B.:-— 


Oidham.—Sunday schoo! in Balfour-street, for the 
Parochial Council of St. Barnabas’ Church. Mr. 
Martin, L.R.LB.A., Diocesan Surveyor, 
Deansgate, Manchester :-— 


"Lord & Milner, Oldham. 


Otley.—Church and Presbytery on Menston-Burley 
main road, for the Catholic authorities. Mr. God- 
frey L. Clarke, F.R.L.B.A., architect, of Mesers. 
Empsall, Clarkson & Clarke, Permanent-chambers, 
Piece Hall-yard, Bradford :— 


*L. J. Gallagher, OCastieford, Yorks. 


for Girls’, Minster Precints, for the Board of 
Governors. Messra. Traylen, Lenton & Warwick, 
FF.R.LB.A., architects, Ga, Priestgaie -— 
*J. Cracknell, Lid., Peterborough. 
(Estimated cost £256,000.) 


Preston.—Construction of lift well at Fulwood 
Institution, Fulwood, for the TC. Borough 
Engineer :— 
*J. Gabbott, William Henry-street, 
Preston. 


Preston,—Supersiructure of new municipal build- 
ings at rear of existing town hall, for the C.B. 
Messrs. Briggs & Thornely, F.R.1.B.A., architects, 
606, Royal Liver-buildings, Pier Head, Liverpool :— 


*T. Croft & Sons, Preston. 


Reigate.—14 non-pariour houses and 28 non-par- 
lour fats on the Woodhaich estate, for the T.C.:— 
*Punter & Le Clereq, Farnham ....... £13,701 
(In lieu of tender withdrawn.) 
Rochdale.—Electric lighti and power installa- 
tions to 260 houses on Belfield Hall estate, for the 
Corporation. Mr. 8. H. Morgan, Borough Sur- 

veyor 
*Rochdale Electric Co., Ltd., Rochdale. 


Seaton Hirst.—New church. Messrs. Knowles, 
Oliver & Leeson, architects, 14, Bilison-place, New- 
castle-on-Tyne 

*R. & G. Brown, Backfield House, Amble 
(cost about 26,500). 


Shetheld.—_Traniway passengers’ shelter in Fitz- 


alan-square, for the T.C. Messrs. Holmes & Son, 
architeets, Furnesschambera, 16, St. James’- 
gtreet 

*J. Eshelby & Son, Sheffield ............... £2,170 


South Shields. flats on land between the 
south of Dean-road and Tyne bock railway sta- 


tion, for the T.C.:— 
tJames Barrow, Farrow £66,253 
installation at the 
Scholes C. of E. and Reoberttown C. of EB. schools, 


for the E.C. :— 
*F. Dutton & Sons. 
Trent.—Drapery establishment in Baker- 


Stoke-on- 
street and Swan-street, for the Bursiem and Dis- 
trict Co-operative Society, Lid. Messrs. Watkins & 


Maddox, L. & A.R.1I.B.A,, architects; National 
Bank-chambers, Burslem, Stoke-on- 
nt 


*J. Meiklejohn & Sons, 
Hanley, Stoke-on-Trent. 


Edward-street, 
Stoke-en-Trent.—Church schools, for the 
gational Church at Wolstanton. Messrs. Ford & 
Slater, F.R.1.B.A., architects, Overhousechambers, 


Wedgewood-piace, Burslem, Stoke 
Church-street, ‘Audley, 


‘Trent.—Alterations, etc., at the  chil- 
dren's homes, for the T.C. Mr. A. Burton, 
Borough Engineer -— 

*L. M. Rowe, Stoke-on-Trent ............ 2504 


Sunderiand._New confecti premises, Mr. 
vo Newby, architect, Benth 


*G. Thornton, Morpeth-avenue, 
Shields. 
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Sundertand.— New ises, for Mr. R. Finn. Mr. 
*J, Carter, Daptford-terrace, Sunderlana. 
Sutten Coldfield.—Rebuilding the Fox” public- 
house, on a site at the rear of the existing 
in Walmiey Village, for Mr. H. R. Twist, Birming- 
ham. Messrs. J. P. Osborne & Son, A.R.1B.A. 
architects, %, Colmore-row, Birmingham :-— 
“W. H. James & Son, Whitehorse Common- 


SOLE MAKERS OF 

WRIGHTS IMPROVED ANDALSO 
SHORLAND'S PATENT WARM AIR 

NTILATING PATTERNS . 


GEO. WRIGHT (LONDON) 


MEWMAM ST OXFORD ST LONDON W 
WORKS WEIR. AOTHEANAM 


SEASONED HARDWOODS 
of all descriptions for , 
BANK, OFFICE, SHOPFITTERS 


J. GLIKSTEN & SON, LTD. 


CARPENTERS ROAD, 
STRATFORD, LONDON, £15. 


Telephone : Telegrams: 
Amherst 4444, Gliksten, "Phone 
(10 lines). London. 


BUILDER. 


THE 


Urmston.—Extensions to the “Victoria Hotel, 
on the corner of Station-road and Higher-road, 
Urmston, for Mesars. Hardy's Crown Brewery, Ltd., 
Renshaw-street, Hulme. Messrs. Pye & nett, 
architects, 2, Booth-street, Manchester :— 

Builders—* Artingstall & Sons, Salford. 

Steelwork—*Robinson & Kershaw, Lid., Man- 

chester. 

Plumber—*J. Hi. Enion & Sons, Manchesie:. 

Slater—*William Royle & Co., Manchester. 

Bricklayer and concretor—*Charles Phillips & 

Sons, Manchester. 
Plastering and painting—*A. & 8. Wallace, 
Ltd., Newton Heath. 


Wakefield._Alterationg and additions to 
Austin’s Presbytery, Wentworth-terrace, for Rev. 
Canon Leteux, P.P. Messrs. Newbald & Hartley, 
architects, 4, Crown-court :— 

Builder—* Wilson Bros. 

Joiner—*A. Giles. 

Painter—*N. Raynor. 

Electrician—*J. E. Fowler. 

Plumber—*Bunch & Varley. 

Plasterer—*T. E. Senior. 

(All of Wakefield.) 


Wallasey.—Erection of Gorsdale-road Council 
school, for the C.B. Messrs. Quiggin & Gee 
FF.R.LB.A., architects, 24, North 3 Jobn-street, 
Liverpool :— 
tJ. A. Milestone & Son, Lid., Wal- 
lasey ..... £29,070 


Walsall.—Installing heating system in stores at 
Rawnsley, for the Walsall & District Co-operative 
Society, Kenman House, Bridge-street. 
Jeffries & Shipley, architects, 


*C. Manton & Seon, Walsall. 


Whipps Cross.—Stonework for the reconstruction 
of the bathing pond, for the Leyton and Waltham- 


Bridge- 


stow Councils :— 
Ferro-Concrete Co., 

£1,059 16 6 
Samuel Williams & Sons, oe 767 19 1 
Liverpool Artificial Stone Co. 

Blocks—Cooper, Wettern & Co., 

669 0 0 

*Patent Impervious Stone & Con- 
struction Co., Ltd. 16 0 


Wimbledon.—Sub-station buildings, for the T.C. 
Berough Electrical Engineer :— 


road sub-station— 


underground sub-station— 
Wimbledon.—Conveniences in Holland-gardens, 
for the B.C. :— 
*F. H. Doel, Morden-road, Merton ...... £510 


SLATING AND TILING 
SLATE MERCHANTS 


CONTRACTORS 
Inspections and Reports made on 
OLD on FAULTY ROOFS 


in any part of the country. 


Telephone : Bishopsgate 1944/5 or write 


Bethnal Green Slate Works, 


BETHNAL GREEN, LONDON. 


October 9, 193) 


w 


*John Douglas 


Wolverhampton.—120 hou: 
M. oes, tor the 


Tabernacic jp 

Mr. John Tomlinson, ietoria.«; 

South Normanton, Alfreton met, 
J. Clark, Pipers- Wolverhampton, 


Worksop.—Extensions to dairy, for 


asiam, architect yton-cha 
"G. Bowles & Sons, Work-ap 


FITZPATRICK & 


MASONS & PAVIORS 


HANKIN & CO. 


PAVING CONTRACTORS 
Tarmac, Tar Paving, Crazy, York and Art 
Slab Paving, Concreting. 


1 to 6 Ton Leorries for 


Rd, Nev Ein, SES 


: Eltham, 1742. 


TELEPHONE PUTNEY 470234 


iGeo. F. BASTER & Co.| 


BOURNEMOUTH 


TURPIN S 
FLOORS 
faction by entrusting years 
PARQUET, BLOCK, Tor dood PAVING §=WORK OF EVERY 
work. Largest stock of Second-Hand and Redrened 
(equal te new) Granite Sette in Londen, st 
PARQUET FLOORING Co. Tarmacadam. 
street 
Materials Supplied Only or Laid Comples 
Estimates Submitted for all 
At, Paes Road, Path and Sewer Construction. 
and BUILDING TRADES. 
THE FINEST jis NG; 
KINDs 
BLOCK- a4 Tac 
Abe Wei | 'DECO 
ae Lights W & M NEG Ss. 
which will be sent you 657 
Post free on applice- Station Works ‘KING JA 
Zelephone : HOP GO! 


